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PEEFACE. 



It requires but little thought to perceive 
the vast civilizing influence which has been 
exerted on the human race by the electric 
telegraph, an influence which has been 
active during but little more than half 
a century. Extended civilization is impos- 
sible without the co-operation that can 
only come through speedy and ready inter- 
communication. While giving full credit 
to the part played by the steamship and 
the railroad in eflFecting material trans- 
portation, a still greater share is due, 
perhaps, to the facility with which the 
intercommunication of intelligence is 
achieved by the aid of telegraphy. Before 
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IV PREFACE. 

the development of the telegraphic art, the 
oceans, and even mountain chains, formed 
the natural boundaries that separated 
peoples and diflEerentiated their language. 
Now metallic wires annihilate space and 
practically cause these natural boundaries 
to disappear. Wherever the telegraph has 
gone, civilization has advanced. 

So potent and universally employed an 
agent as the telegraph cannot be dis- 
regarded by the general public, and in- 
formation concerning the principles of its 
operation becomes a matter of public 
necessity. While it is true that the de- 
tailed operation of many of the com- 
plicated systems of telegraph}^, such, for 
example, as the quadruplex, require careful 
study for their thorough comprehension, 
yet even here the general principles on 
which these operations are based are read- 
ily grasped by the non-technical reader. 



PREFACE. V 

It is with the view of presenting these 
principles to the general public, in a 
manner which will enable them to be com- 
prehended without technical training, that 
the authors have prepared this book. 

So vast is the field covered by teleg- 
raphy that the authoi's have thought it 
advisable to explain the principles of the 
art as practiced in America only. Special 
attention has, however, been devoted to 
submarine telegraj^hy, which necessarily 
includes international practice. 

The book is copiously illustrated by 
figures, many of which have been prepared 
specially for the work. A full index will 
aid the reader. 

The authors desire to specially acknowl- 
edge their indebtedness to Messrs. H. D. 
Wilkinson and J. E. Young, and also to Dr. 
F. B. Herzog for cuts and photographs. 

Philadelphia, November, 1896. 
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ELECTRIC TELEGRAPHY. 



CHAPTER I. 

INTRODUCTORY, 

Puck's boast that he could put a girdle 
around the earth in forty minutes, has, in 
our nineteenth century, been more than 
realized. Witness, for example, the 
recent telegraphic feat at the opening of 
the Electric Exposition in New York City, 
on the 16th of May, 1896, when a message, 
sent by Dr. Chauncey Depew to Mr. E. G. 
Adams, traversed 42,872 miles of tele- 
graph circuit from New York to San Fran- 
cisco, London, Tokio, London, and New 
York, in 57 minutes. And this is by no 
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means an unique record as to speed ; for, 
every day, at Greenwich noon, time is tele- 
graphically signalled from the Greenwich 
Observatory to Bombay, while Washing- 
ton noon is signalled daily over the length 
and breadth of the North American con- 
tinent. In point of fact, it is impossible 
actually to girdle the earth telegraphically 
at the present time, since a gap exists in 
the telegraphic connection between Siberia 
and Alaska, but, were this gap completed, 
it would be possible to send a message 
around the earth in a few seconds of 
time. 

Both business and social life have been 
profoundly modified by the advent of the 
electric telegraph. The new means of 
communication once established, old 
methods necessarily became effete. By 
the electric telegraph both time and space 
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are practically annihilated. The telegraph 
creates new markets for the merchant, and 
greatly extends his old ones. It gives 
ruling powers instant and accurate informa- 
tion as to what is going on in distant por- 
tions of their domains, as well as in neigh- 
boring districts. It gives the inventor, 
the writer, the profound thinker, the world 
for their audience. All this it has done, 
and it promises to do even more in the 
future ; for, is it not already rendering the 
world so small, so far as regards the trans- 
mission of thought, as to herald the dawn- 
ing of the millennium ? 

The transmission of intelligence to 
greater distances than can be reached by 
the human voice was practiced long before 
electricity was applied to this pui'pose. 
Such methods were entirely visual or 
semaphoric. They consisted essentially in 
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the movements of conspicuous objects such 
as torches at night, or flags by day. The 
semaphoric method is still adopted to-day, 
in the communication between vessels at 
sea, or by army signal corps. 

It was natural, as soon as the high 
speed at which an electric impulse travels 
from one end to the other of a conducting 
wire was recognized, that the idea was 
conceived of employing this agency in 
transmission of intelligence to a distance ; 
since, by its means messages could be 
transmitted to distances far exceeding 
those to which rays of light could be sent. 
As early as 1V47, Watson constructed an 
electric telegraph consisting of a wire 
stretched, for a distance of two miles or 
more, over the chimney tops of London, 
employing the discharges from a fric- 
tional electric machine. Numerous other 
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attempts were made with telegraphs 
employing the frictional electric machine 
or Leyden jar, but all these systems natu- 
rally failed to come into commercial use, 
owing to the difficulty of insulating the 
high electric pressures employed on the 
lines. It was not until after the invention 
of the voltaic pile that the practical elec- 
tric telegi'aph may be regarded as having 
been introduced. 

Even then, although the principles of 
electric telegraphic communication were 
founded upon a definite basis, progress 
was necessarily slow until the discovery 
and introduction of the electromagnet, 
about the year 1820. After this date the 
electric telegraph was rapidly improved, 
and was introduced commercially about 
the year 1838 in Europe, and the year 
1840 in America. So rapid has been the 
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development of electric telegraphy since 
that time that there are now about 900,000 
miles of overhead wire in the United 
States employed for telegraphic purposes. 
Over these lines about 80,000,000 of tele- 
graphic messages are sent annually be- 
tween about 23,000 offices, and this in spite 
of the fact that the telephone has robbed 
the telegraph wire of many of its com- 
munications. The average toll for these 
messages is in the neighborhood of 30 
cents. In 1894, the total length of tele- 
graph wire in the world reached, approxi- 
mately, 3,000,000 miles, and the total 
length of pole line about 1,250,000 miles. 
The length of the first submarine telegraph 
cable, which was that of 1835, was about 
30 miles. The present total length of 
submarine cables over the world is about 
150,000 miles. 



CHAPTER 11. 

ELEMENTARY ELECTRICAL PRINCIPLES. 

All the effects which are employed in 
electric telegraphy are produced by the 
electric current; that is, by the flow of 
electricity. In every telegraphic line an 
electric current is caused to flow in a pre- 
determined manner, and the effects of this 
current are recognized, at the distant end 
of the line, in the signals received. Since, 
therefore, all the important phenomena of 
electric telegraphy depend upon electric 
currents, it is necessary to examine into 
the elementary principles controlling such 
currents. 

Fig. 1, represents diagrammatically an 

7 



8 ELECTRIC TELEGRAPHY. 

ideal hydraulic circuit arranged for, the 
transmission of signals to a distance. P, 
is a rotary pump, continuously driven by 
suitable machinery at a constant speed, so 
as to maintain between its inlet and outlet 
pipes a constant pressure of say 10 pounds- 
per-square-inch. A pair of small pipes 




p 



B 



Fig. 1. — Hydraulic Circuit. 

C B and A B^ are carried from the pumps 
to the signal apparatus B^ which enables 
any flow of water to be detected. The 
hydraulic circuit is, therefore, closed or 
completed through the pump, pipes and 
signal apparatus. V^ is a valve by which 
the circuit may be opened or closed at 
will. Shutting oif the valve F", will stop 
the flow of water through the pipe and 



ELEMENTARY ELECTRICAL PRINCIPLES. 9 

affect the signal apparatus B. Opening 
the valve F^ on the contrary, thus permit- 
ting the flow of water, will again operate 
the apparatus B. Consequently, intermit- 
tently opening and closing the valve F^ 
will produce correspondingly intennittent 
indications at the 'apparatus B^ which 
might be read off in signals according to a 
predetermined code. It will be seen that 
the pump P, constantly maintains a water 
d/riving or water-motwe force between its 
terminals A and C\ whether the valve Vj 
be closed or not, although there is a water 
current only when the valve Vy is 
opened. 

Fig. 2, represents diagrammatically an 
ideal electric circuit arranged for the trans- 
mission of signals to a distance. P, is a 
voltaic cell which continuously maintains a 
constant electric pressure between its ter- 
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minals. A JB and B Cj are two electric 
conductors ; i. e.y metallic wires extending 
from the cell to an electric indicator m, at 
the distant point. K, is a hey so arranged 
that when depressed by the hand, the 
elect/ric circuit P A JS C,is closed, and an 
electric current will flow through this cir- 
cuit operating the apparatus m. On lift- 




K 



Bprn] 



Fig. 2.— Electric Circuit. 

ing the key ITy the circuit is opened or 
brohen and the electric current ceases to 
flow, as indicated by the instrument m. 
Consequently, by intermittently depressing 
and lifting the key K, the instrument rrij 
will give corresponding intermittent indi- 
cations which may be read off as signals 
according to a predetermined code. The 
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voltaic cell P, maintains a steady electric 
pressure or E. M. F. whether the key K^ 
be depressed or not, but a current will 
only flow when the key is depressed. 

The electric circuit of Fig. 2, thus offers 
a very fair analogy to the hydraulic circuit 
of Fig. 1. In each there is a source of 
constant pressure, a pair of conductors, a 
receiving or indicating instrument, and a 
circuit opening and closing device. It 
must be remembered, however, that while 
a gross fluid material, i. ^., water, flows in 
the hydraulic circuit, there is no flow of 
gross material in the electric circuit ; that 
is to say, although electricity is sometimes 
described as an electric fluid, it is not a 
material fluid in the same sense that water 
is. Consequently, the analogy between the 
electric and hydraulic circuits must only 
be employed to the extent that the 
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phenomena presented in one facilitate the 
comprehension of those presented in the 
other. The analogy must not be carried 
too far, since the exact nature of elec- 
tricity is not yet known, although many of 
its laws are well understood. 

The rotary pump P, in Fig. 1, has 
already been alluded to as possessing the 
capability of maintaining a steady differ- 
ence of pressure of 10 pounds-per-square- 
inch between its terminals. In the same 
way the electric pump or voltaic cell P^ in 
Fig. 2, is capable of maintaining a steady 
difference of electric pressure between its 
terminals. This difference of electric pres- 
sure, or electromotive foQ'ce, usually abbre- 
viated E. M. F., is measured in units of 
E. M. F. called volts. The bluestone cell 
represented in Fig. 3, has an E. M, F. of a 
little more than one volt. 
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A voltaic cell consists essentially of two 
substances, generally metals, called the 
voUaic elements, and constituting a voltaic 



— Br.rBSTONE Voltaic Celi 



The elements are immei-sed in an 
electrically conducting liquid or liquids 
called electrolytes. This is shown diagiam- 
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matically in Fig. 4, where Z, is a zinc 
plate ; (7, is a copper plate, and Z, is an 
electrolyte consisting of dilute sulphuric 
acid. So long as the wires connected to 



'1 ■*■ 
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Fig. 4.— Simple Voltaic Cell. 

the plates are separated as shown, so that 
the conducting path or circuit is open, no 
chemical change is effected, provided the 
plates are pure, and that the sulphuric acid 
solution is not too strong. There will, 
however, be a constant E. M. F. of roughly 
one volt between the wires + and — con- 
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nected to the plates Z and G. A very 
great number of voltaic couples may be 
employed in connection with suitable elec- 
trolytes to produce an E. M. F. The value 
of this E. M. F. will depend upon both the 
couple and the electrolyte, but will not 
usually exceed 11/2 volts, although in 
rare instances 3 1/2 volts have been 
reached. A voltaic cell should continue to 
maintain its E. M. F. indefinitely while on 
open circuit. 

The effect of closing the circuit of the 
cell is to produce a current which is main- 
tained by the chemical activity in the 
elements and electrolyte. For convenience 
it is assumed that the current flows as 
shown by the arrows in Fig. 5, from the 
copper plate through the external wire to 
the zinc plate, and from the zinc plate 
through the electrolyte to the copper plate, 
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thus completing the electric circuit. The 
terminal or pole connected to the copper 
plate C> is called the positive pole, and that 
connected with the zinc plate is called the 




♦ t 



Fig. 5. — Voltaic Cbll on Closed Circuit. 

negative pole, because the electric current is 
assumed to flow from the positive pole to 
the negative pole in the external portion 
of the circuit. Within the electrolyte, 
the current flows from the zinc plate to 
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the copper plate. The former is, there- 
fore, considered as the positive plate and 
the latter as the negative plate. Conse- 
quently, the plate which forms the positive 
pole of the cell is the negative plate, and 
that forming the negative pole is the posi- 
tive plate. The polarity of any metal, 
such as copper, depends both on the 
nature of the other metal or element with 
which it forms a couple, and also, upon 
the nature of the electrolyte in which 
it is dipped. There are some couples 
in which the polarity is reversed by sub- 
stituting one particular electrolyte for 
another. 

The passage of the electric current is 
invariably attended by a decomposition of 
the electrolyte and a consumption of the 
positive plate. Thus, in Fig. 5, the electro- 
lyte is decomposed, the zinc combining 



18 ELECTRIC TELEGRAPHY. 

with a portion of the electrolyte forming 
zinc sulphate, and the hydrogen being 
liberated in the form of bubbles of gas at 
the surface of the negative or copper plate. 
The presence of this hydrogen is deleteri- 
ous to the action of the cell, since it tends 
to establish a new element, namely hydro- 
gen, covering the copper plate, and, there- 
fore, tending to produce a zinc-hydrogen 
couple, the E. M. F. of which is counter, 
or opposed, to the E. M. F. of the cell on 
open circuit. This E. M. F. is, therefore, 
called the counter E. M. F. of polarizatioii. 
usually abbreviated C. E. M. F. It is the 
presence of this polarization which has led 
to the development of a large number of 
voltaic cells of special design with the 
object of overcoming the difficulty. The 
early voltaic cells employed in telegraphy 
were of the type indicated in Figs. 4 and 
5, but have been altogether replaced by 
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more complex types in which polarization 
is almost entirely obviated. 

We have seen that it is the presence of 
hydrogen upon the surface of the negative 
plate which gives rise to polarization. 
Consequently, if this hydrogen be pre- 
vented from making its appearance, the 
C. E. M. F. will be prevented from de- 
veloping. This is done by surrounding 
the negative plate by a substance capable 
of entering into combination with the 
hydrogen as rapidly as it is developed. 
When this substance is in the form of a 
liquid, it becomes necessary to employ 
some means for preventing the commin- 
gling of this liquid with the other liquid 
electrolyte. This is accomplished either 
by the use of porovs cellsy or the two 
liquids are kept apart by reason of their 
difference in density. 
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The bluestone cell already referred to 
in connection with Fig. 3, is of the latter 
type, and is, therefore, frequently called 
a gravity cell. In this cell the voltaic 
couple consists of zinc and copper. The 
zinc is made in the form of a grid, shaped 
as shown, and supported by a tripod near 
the top of the liquid. The negative ele- 
ment consists of a copper star-shaped 
plate, provided with an insulated wire as 
shown. The two liquid electrolytes are a 
saturated solution of bluestone, or copper 
sulphate, and a solution of zinc sulphate. 
Owing to their differences in density the 
lighter zinc sulphate solution floats on the 
surface of the denser copper sulphate solu- 
tion. Consequently, the zinc plate is sur- 
rounded by the solution of zinc sulphate, 
and the copper plate by a saturated solu- 
tion of copper sulphate. In order to main- 
tain the strength of the copper sulphate 
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solution, crystals of bluestone are heaped 
around the copper plate. If the cell were 
allowed to remain on open circuit, these 
two liquids would slowly diffuse through 
the cell and thus tend to produce irregular 
and deleterious chemical action, called 
heal action^ that is, a wasteful consump- 
tion of the zinc without the production of 
useful cuiTent. The zinc in such cases 
attacking the copper sulphate solution, and 
having a layer of copper deposited over its 
surface. If, however, the cell be steadily 
worked on closed circuit, the consumption 
of the chemicals holds the diffusion in 
check, so that comparatively little local 
action takes place. 

During the action of the gravity cell the 
zinc plate is slowly dissolved, forming zinc 
sulphate, and tending, therefore, to increase 
the strength of the solution surrounding 
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the plate, the rate of consumption being 
proportioned to the electric flow. The 
copper plate becomes coated with freshly 
deposited copper and the copper sulphate 
solution is weakened, so that fresh ciystals 
of copper sulphate become dissolved. 
The cell, therefore, supplies an electric 
current under an E. M. F. of about one 
volt by the consumption of the zinc plate 
and of copper sulphate crystals. 

Fig. 6, shows a form of bluestone cell 
in which the zinc plates are arranged for 
complete consumption. In the ordinary 
bluestone cell the zinc plates have to be 
thrown away when only partially con- 
sumed. In the form shown in Fig. 6, the 
zincs are provided with a conical head, so 
that as one is consumed it is driven like a 
wedge into the lower portion of the sur- 
face of the new zinc above it. On the 
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riglit hand of the figure is a crosa-section 
of a new zinc plate with two other zinc 
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Fig. a.— Gravity Danibll Cbll with Wastelebs Zisc. 

plates at its centi'e in different conditions 
of consumption. 

Another form of gravity cell is shown 
in Fig. 7. Here the copper plate is formed 
of spiral copper wires with a central screw 
shaft. The space between the spirals is 
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arranged to be packed with bluestone 
crystala 

Fig. 8, shows a form of douhle-fiuid cell 
called the Fuller cell. Here the couple is 



Pig. 7.— Gravity Cell. 



zinc and carbon. The electrolyte around 
the zinc is dilute sulphuric acid ; that 



ELEMENTARY ELECTKICAL PRINCIPLES. 25 

around tbe carbon, is bichromate of potash, 
sulphuric acid and water. The zinc is 
cast in the form shown, and is thoroughly 




Fig. 8.— Fullbb Cell. 



amalgamated by being placed in a porous 
cell with a little free mercuiy. The 
E. M. P. of this cell is slightly in excess of 
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2 volts, SO that it has about twice the 
E. M. F. of the Daniell cell. 

Another type of cell is shown in Fig. 9, 
This is called the Leclauche cell. It con- 



Fig, 9,— LkclanchS Ceu.. 

sists of a zinc-carbon couple immersed in 
an electrolyte of sal-ammoniac dissolved in 
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water. Although apparently of the single- 
fluid type, it in reality employs a solid 
depolarizing substance consisting of man- 
ganese peroxide, which is packed around 
the negative carbon. The positive plate 
has the form of a zinc. rod. The E. M. F. 
of this cell is, approximately, 1 1/2 volts. 
Although the cell is provided with a 
depolarizing substance, i^olarization sets in 
if the electric current supplied by the cell 
exceeds a certain strength and duration, so 
that the cell is unsuited for continued 
active current supply. The cell is fre- 
quently employed, however, on circuits 
where its current deliveiy is intermittent, 
that is to say, for open-cirrndt worlc. For 
closedrci/t'Guit wor\ that is, on circuits 
which are maintained closed, either the 
bluestone or the Fuller cell are generally 
employed and these are usually described 
as dosedrdrcidt celh. 
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A single bluestone cell will, as we have 
already seen, only supply an E. M. F. 
slightly in excess of one volt, but if two of 
them be connected m series, as shown in 
Fig. 10, that is with the zinc pole of one 



Fig. 10, — Bluebtone Battery. 

connected to the copper pole of the other, 
the total E. M. F. between the free poles 
at the ends of the battery so fonned will 
be a little more than 2 volts, or twice that 
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of a single cell. In the same way a 
battery of 100 such cells, connected in 
series, would supply a total E. M. F. of a 
little more than 100 volts 

In Fig. 1, the hydraulic flow or flow of 
water which the pressure produced by the 
rotary pump is able to maintain in the 
hydraulic circuit, when the valve Vj is 
open, depends upon what may be called 
the hyda^aulic resistance of the circuit. It 
will be evident that a very long, small 
pipe would offer a considerable resistance 
to the flow of water through it, and possi- 
bly only a few gallons-per-hour could be 
driven through it. On the other hand, a 
very short, large pipe would enable a con- 
siderable water current to be maintained 
through the circuit. 

In the same way, in Fig. 2, the electric 
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flow which the E. M. F. or electric pres- 
sure generated in the voltaic cell could 
maintain through the electric circuit, when 
the key jfiT, is closed, would depend upon 
the elect/i'ic resistance of the circuit. A 
very long, thin wire would offer a con- 
siderable resistance to the flow of elec- 
tricity through it, while a short, thick 
wire would offer a comparatively small 
resistance. 

Electric resistance i^ measured in terms 
of a unit of electric resistance called the 
ohm. The ohm is the resistance of about 
two miles of ordinary trolley wire. No. 
A. W. G. (American Wire Gauge) 0.325", 
or about one foot of No. 40 A. W. G. 
copper wire, 0.0031" in diameter. Conse- 
quently, one foot of very fine copper wire, 
three-thousands of an inch (3 mils) in 
diameter, has about the same resistance as 
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two miles of large trolley wire about one- 
third of an inch (325 mils) in diameter. 

The resistance of any conductor depends 
upon three things: its length, its cross- 
sectional area, and the material of which 
it is composed. If we double the length 
of a wire we double its resistance. For 
example, if two miles of trolley wire have 
a resistance of one ohm, four miles will 
have a resistance of two ohms. In other 
words, the resistance of a uniform con- 
ductor is proportional to its length. 

If we double the cross-sectional area of 
a wire, we double its conducting power to 
an electric current, that is, we halve its 
electric resistance. In the same way if 
two wires of similar material have the 
same length, but one has three times the 
area of cross-section of the other, or is 
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three times as heavy, the resistance of the 
heavy wire will be one-third of that of the 
lighter wire. In other words, the resist- 
ance of a wire is inversely proportional to 
its cross-sectional area. 

The resistance of a conductor of given 
length and cross-sectional area depends 
upon the nature of its substance. Wires 
having the same dimensions and composed 
either of copper or silver have less resist- 
ance than if composed of any other metal. 
A wire of iron has about 6 1/2 times as 
much resistance as a wire of copper of the 
same dimensions. 

The resistance of a wire also depends 
upon its temperature and physical condition. 
If the wire be hard, as for example if it be 
taken after passing through a draw plate, 
its resistance will be slightly reduced by 
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annealing, or softening it. Thus, hard 
copper has about 2 1/2 per cent, more 
resistance than softened or annealed copper. 
Hard copper is, however, usually employed 
for overhead telegraph wires in preference 
to soft copper, owing to its greater tensile 
strength. The resistance of a metallic wire 
also increases with the temperature. A 
copper wire has about 40 per cent, more 
resistance at the temperature of boiling 
water, than at the temperature of melting 
ice. 

A wire of soft copper, one foot long, and 
having a diameter of one-thousandth of 
an inch (one mil) a cross-sectional area 
which is arbitrarily defined as one ai/rcular 
mil. In other words, its area may be 
considered unity for purposes of con- 
venience in computation. Such a wire is 
called a circulaT'mil-foot and has a resist- 
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ance at 20*" C. of 10.35 ohms. The area of 
the wire increases as the square of the 
diameter. If we square the number of 
mils in the diameter of any wire we obtain 
its cross-sectional area expressed in circular 
mils. For example, a soft copper wire of 
standard conductivity, and at 20° C, one 
mile long (5,280') and 0.325'' in diameter 
(325 mils) would have a resistance of 

10.35X5,280 ^^^^^ , 
325X325 -0-5175 ohm. 

Every electric circuit must possess a 
certain amount of resistance, however large 
the conductors of which it is composed. 
This resistance resides in the gener- 
ator or source, in the connecting wire 
or wires, and in the receiving apparatus. 
Besides these, however, resistance is some- 
times artificially added for various pur- 
poses, and it is often necessary to add it 
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in definite amounta. Mesistaiice hoxes con- 
taining spools of insulated wire so arranged 
that the amount of resistance which they 
offer may be regulated are called rheostats. 
One of these is shown in Fig. II. Here 



Fia. 11.— RHEoaxAT. 

a namber of brass pieces secured to the 
top of the box are separated by gaps into 
which brass plugs can be tightly inserted. 
The arrangement of the interior of such 
a box is represented diagraramatically in 
Fig. 12. Here the resistances G, C, of a 
definite number of ohms, are connected 
between adjacent plugs in such a manner 
that when the plug between these blocks 
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is removed, the current has to pass through 
the spool and encounter its resistance, 
whereas when the plug is restored practi- 
cally all the current passes through the 




Pig. 12.— Connections op Rheostat. 

brass shank, and the resistance is short- 
circuited or cut out. 

As regards their ability to carry electric 
currents, all substances may be divided 
into two classes ; namely, condnctovB^ and 
TWU'Conductoi'S or insulators. To the 
former belong all metals though in dif- 
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ferent degrees, and to the latter gases and 
many non-metallic substances, such as 
glass, rubber, porcelain, wood, paraffin, 
mica, etc. Non-conductors vary greatly in 
their insulating properties. No solid insu- 
lator is perfect ; all conduct to a greater or 
less extent. There is, moreover, no divid- 
ing line between a very imperfect insulator 
and a very imperfect conductor. It would, 
of course, also be possible to arrange all 
substances in a table of conducting powers. 
Such a table would also be a table of 
insulating powers of materials if read in 
the reverse order. The resistance of a 
prism of glass at ordinary temperatures is, 
however, roughly 10,000 millions of mil- 
lions of millions of times the resistance of 
a prism of copper of the same dimensions. 

Since telegraph conductors are usually 
composed of bare insulated wires sup- 
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ported on poles, it is necessary to support 
them on insulators. In America insula- 



Fio. 18.— Olabs ItraULATOR. 

tors are usually of glass. A form of glass 
insulator is shown in Fig. 13. 

The current strength which will flow in 
a circuit of known resistance under the 
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action of a known E. M. F. is determined 
by a very simple law first enunciated by 
Ohm of Berlin and known as OJim^s law. 
This law may be expressed as follows. 
The current strength in amperes in a cir- 
cuit is found by dividing the E. M. F. in 
the circuit in volts by the resistance of the 
circuit in ohms ; or, briefly, in any circuit 
the 

volts 



amperes = 



ohms 



Fig. 14, represents a simple telegraphic 
circuit, employing two line conductors, 

\ A 100 B 



100 

Fig. 14.— Simple Metallic Circuit. 

each ten miles long, having a resistance of 
10 ohms per mile. The total resistance of 
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each conductor is, therefore, 100 ohms. 
At the end A, is a battery of 10 bluestone 
cells, of which only three are indicated, 
each cell having an E. M. F. of say 1 volt, 
and a resistance of 2 1/2 ohms. At 
the end jB, is a receiving instrument, 
having a resistance of 75 ohms. The 
total resistance will, therefore, be 

Battery 25 ohms 

Two line wires .... 200 ohms 
Receiving instrument . . 75 ohms 

Total 300 ohms 

The total E. M. F. in the circuit will be 
10 volts, and the current strength will be 
10 volts -4- 300 ohms = l/30th ampere = 
33 1/3 milliamperes, or 33 1/3 thousandths 
of an ampere. 

The early telegraph circuits were 
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formed in the manner indicated in Fig. 
14, with two wires ; i, e.^ with metallic civ- 
cuits, Steinhei], in 1825, endeavored to 
employ the two rails on a railroad track for 
telegraphic purposes, and discovered that 
the earth formed such a good conductor 



100 



"5-25 



© 



r J 

Fig. I5.--S1MPLE Ground-Rbtubn CmcuiT. 

that a single conductor would be suf- 
ficient, employing the earth as a return. 
This is almost invariably the plan adopted 
in telegraphic practice since that time. 
Fig. 15, represents the circuit of Fig. 14, 
employing, however, a groundrreturn cir- 
cuit instead of a metallic circuit. Here the 
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resistance of the circuit may be expressed 
as follows : 

Battery 25 ohms 

10 miles of line wire . . 100 ohms 

Receiving instrument . . 75 ohms 
Ground, practically 

negligible, and therefore ohms 



200 ohms 

The current in this circuit would, there- 
fore be 10 volts -^ 200 ohms = l/20th 
ampere = 50 milliamperes. In this case 
we have assumed that the resistance of the 
ground is zero. This would never be 
strictly true ; the resistance of the ground 
would always have some magnitude. It 
might be supposed that since the mate- 
rials constituting the earth's crust, in 
small masses, are generally of very poor 
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conducting power, that the resistance of the 
earth would be high, but, as we have seen, 
the resistance of a conductor decreases 
with its area of cross-section ; and, since the 
cross-section of the conductor formed by 
the earth is enormously great, the resist- 
ance is so low that when proper ground 
connection is secured, it is negligible for 
telegraphic purposes. 

In a hydraulic circuit, such as repre- 
sented in Fig. 1, the rate-of-flow of current 
may be expressed in gallons per second. 
In this case the unit of quantity would be 
the gallon. In an electric circuit, such as 
is represented in Fig. 2, the rate-of-flow of 
current is always expressed in amperes. 
The ampere is a rate-of-flow equal to one 
coulomb of electricity per second, corre- 
sponding in the hydraulic analogy to a rate 
of flow of one gallon per second, so that 
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the coulomb represents a unit of quantity 
corresponding to the gallon. If, therefore, 
a current of one ampere be flowing 
through a circuit, one coulomb of electric- 
ity will pass through the circuit in each 
second of time. In an hour the total 
quantity of electricity which will have 
passed through the circuit will be 3,600 
coulombs, and with one milliampere, one 
thousandth of this amount, or 3.6 cou- 
lombs. 

When a pound of matter, say water 
from a reservoir, falls through a distance 
of one foot, as in flowing through an out- 
let pipe, an amount of wor^h is done equal 
to one foot-pound; that is, equal to 
that which must be expended in order 
to raise one pound of water against 
the force of gravity through the verti- 
cal distance of one foot. In a similar 
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manner, when one coulomb of electricity 
flows through a circuit under a pressure of 
one volt, an amount of work is expended 
in the circuit equal to one voltrcoulomh^ 
more frequently called one joule. A joule 
is a unit of work somewhat smaller than a 
foot-pound, being, approximately, 0.738 
foot-pound ; or, a foot-pound is, approxi- 
mately, 1.355 joules. When, therefore, in 
a telegraph circuit, an E. M. F. of say 50 
volts, supplied by a dynamo or battery, 
sends a current strength of 30 milli- 

30 
amperes through the circuit, or tt^ 

coulomb-per-second, the work done by 

30 
the generator is 50 x Ym^ ^ ^ ^^^ joules 

in each second of time ; or, approximately, 
1.1 foot-pounds in each second. 

A rate of working of one joule per 
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second is called one vmUj and is employed 
as a practical unit of activity y or rate of 
working. Consequently, the circuit just 
considered would have an electric activity 
of 1.5 watts. If we multiply the cur- 
rent strength in amperes by the pressure 
under which it is delivered in volts, we 
obtain the electric activity in watts. Thus 
a telegraphic apparatus which receives a 
steady current of half an ampere under 
a pressure at its terminals of 10 volts, 
receives an activity of 10 x 1/2 = 5 watts, 
or 3.69 foot-pounds-per-second. The 
mechanical work which this machine can 
perform cannot possibly exceed this 
amount, or indeed, even equal it; since 
some loss of power necessarily occurs in 
friction. If the machine delivers more 
work than this, it must receive this woi'k 
from some other source of power, as for 
example a local electric battery. 



CHAPTER III. 

ELEMENTARY PRINCIPLES OF MAGNETISM. 

It is well known that a permanent 
magnet possesses the power of attracting 
or repelling the poles of other magnets in 
its vicinity or of attracting light particles 
of iron and steel. A copper wire through 
which no current passes possesses on the 
contrary no such power. If, however, an 
electric current be passed through the 
copper wire, it acquires magnetic properties 
as long as the current is passing, and 
loses these properties immediately on the 
cessation of the current. In other words, 
the active conductor acquires magnetic 
polarity by reason of the flow of the elec- 

47 
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trie current through it. The direction of 
this polarity depends upon the direction of 
the current. 

Deflection of a magnetic needle by 
means of an active wire is represented in 
Fig. 16. Here a copper wire A B^ is sus- 
pended over a magnetic needle N Syin a 
North and South Direction ; that is to say, 
when no current passes through the wire, 
the needle comes to rest parallel to the 
wire. When, however, a current passes 
through the wire, say from A to By the 
needle is deflected to the left of the ob- 
server standing over the needle and facing 
the North pole. The pencil shown in the 
figure indicates the original direction of 
the needle before the current passed 
through the wire. The amount of the 
needle's deflection depends upon the 
strength of the current, the local strength 
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of the earth's ra^netisin and the distance 
of the wire from the needle. If the cuiTent 
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were powerful and very close to the needle 
the deflection would amount to nearly 90°. 

When a conductor becomes magnetized 
by the passage through it of an electric 

A B 












Pig. 17. — Diagram of Magnetic Flux Surrounding 

Active Conductors. 

cun'ent, the conductor is assumed to be 
surrounded by an invisible flow, called 
magifietismj or uiagnetie flux. This is 
represented diagrammatically in Fig. 17, 
where the arrows indicate the direction of 
the magnetic flux surrounding an electric 
current, flowing through a very long 
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straight wire at the centre. At A, the cur- 
rent is coming toward the observer, and at 
B, the current is passing through the wire 
in a direction away from the observer. A 
small magnetic needle brought near the 
wire tends to assume the direction of the 
flux at that point, its North pole pointing 
in the direction of the arrow. The arrows 
are only drawn for a short distance from 
each wire, but the magnetic flux in reality 
continues for an indefinitely great distance 
from the wire, but with a constantly 
diminishing intensity, so that beyond a 
certain distance it cannot be detected. 
The intensity of the magnetic flux at any 
point will depend upon the strength of the 
current and the distance of the point from 
the wire ; the greater the current strength, 
the greater the intensity of the magnetic 
flux in direct proportion, and the nearer 
the point to the surface of the wire. 
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the greater the intensity in direct pro- 
portion. 



If a conductor carrying a current be 
bent into a loop, such as is shown in Fig. 



1 



I 




Fig. 18.— Flux Passing Through Single Loop of 

Conductor. 

18, the magnetic flux will be so directed 
from all parts as to enter the loop on one 
side and emerge from it at the other side. 
The amount of flux which will pass 
through the loop will depend upon the 
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size of the loop and upon tlie strength of 
the current which circles around it. If 
two such turns be placed as shown in Fig. 
19, the flux from each turn will unite in 



passing through both, and the magnetic 
flux produced at any point in the neighbor- 
hood of the loops will be, approximately, 
twice as intense as if one loop only with 
the same current were employed. 
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When a number of turns of insulated 
wire are associated together in a common 
helix, or coil, the arrangement is called an 
electromagnetic coilj or TveUx^ and the 
magnetic flux, which may be produced by 
such a coil on the passage of an electric 
current through it, may be considerable, 
owing to the co-operation of all the turns 
in producing the flux through the coil in 
the same direction. This is represented 
diagrammatically in Fig. 20, where a cur- 
rent passing through the left-handed helix 
wound on a cylindrical wooden block or 
core enters at the wire A^ and leaves at 
the wire B. The magnetic flux leaves the 
core at the face marked Nj and, after pass- 
ing through the surrounding air, enters it 
on the face marked S. In this case, the 
face N^ of the wooden core behaves like 
the NorthseeJdng pole of a peiTnanent bar 
magnet ; i. e., if the coil were suspended 
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freely by a cord through its centre of 
figure, it would, when the current passed 
through the coil, tend to come to rest with 
the face Nj facing the North pole of the 




B 



Fig. 20.— Flux Passing Through Electbomagnbtic 

Coil. 



earth. If the direction of the current 
through the coil be reversed, the direction 
of the magnetic flux will be reversed, so 
that the end marked iV", will become the 
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Souihrseehing or South pole of the coil, and 
the end marked 8j the North pole. 

If we increase the cun^ent strength 
passing through the coil we shall cori'e- 
spondingly increase both the total amount 
of magnetic flux passing through it, and 
also the intensity of the flux at any point. 
Since every line or path along which the 
magnetic flux is directed, that is every 
stream line, forms a completely closed 
path through the core and coil, each mag' 
netic stream line constitutes an individual 
magnetic circuit, but the aggregation of all • 
the stream lines passing through the coil 
is usually spoken of as the magnetic drcnit 
of the coil. In this magnetic circuit, the 
total amount of magnetic flux correspond- 
ing to the magnetic current is the analogue 
of the electric current in the electric circuit. 
The number of turns of active conductor 
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in the coil, multiplied by the number of 
amperes which these turns carry, gives the 
number of ampere-turns in the coil, and 
this corresponds to the E. M. F. which 
produces the electric current in the electric 
circuit. If we double the number of 
ampere-turns in the coil we double the 
amount of magnetic flux, or magnetic 
current, in the magnetic circuit, provided 
that no iron be included in the circuit. 

We have seen that in the electric circuit 
it is the E. M. F. which produces the elec- 
tric flow or current ; so, in the magnetic cir- 
cuit it is the magnetomotive fmxe, usually 
contracted M. M. F., which produces 
the magnetic flux or current. There is 
this difference, however, between the two 
circuits; viz., that when an E. M. F. is 
set up there will be no permanent electric 
current until a complete conducting path 
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is provided in which the E. M. F. may act ; 
that is to say, the current will not flow 
until the circuit is closed. In the mag- 
netic circuit, however, the existence of a 
M. M. F., due to the presence of turns of 
active conductor, invariably produces a 
magnetic flux. In other words, there is no 
known magnetic non-conductor or insula- 
tor. All substances with the exception 
of the magnetic metals, iron, nickel and 
cobalt, offer practically equal resistance to 
the flow of magnetism. Another differ- 
ence between the electric and magnetic 
circuits is found in the fact that an electric 
flow can only be sustained by the expendi- 
ture of energy, whereas magnetic flux, once 
established, can be sustained without an 
expenditure of energy although energy is 
required to establish the magnetic flux at 
the outset. 
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If instead of winding the coil of wire 
upon a wooden core, it is wound upon a 
core or rod of soft iron, the arrangement is 
called an electromagnet. The effect of in- 
troducing the iron core into the coil is to 
greatly increase the amount of magnetic 
flux produced. 

The reason for the great increase in 
the total magnetic flux through the 
magnetic circuit of the coil, which is 
effected by the introduction of an iron 
core, may for purposes of convenience be 
regarded as owing to the greater magnetic 
conductivity of iron than of air or wood. 
Soft iron has a conductivity for magnetic 
flux which may be hundreds of times that 
of air, wood or other non-magnetic material, 
and if a magnetic circuit be wholly com- 
posed of soft iron, the magnetic flux pass- 
ing through the iron may be hundreds, or 
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even thousands of times as great as that 
which the same M. M. F., expressed in 
ampere-turns, would force through the 
same magnetic circuit if composed of air. 
The magnetic resistance of iron, or, as it is 
termed, the magn£tic reluctance of iron, 
varies with the intensity of magnetic flux 
passing through it. To a comparatively 
feeble flux its reluctance may be extremely 
small by comparison with air, while to a 
very dense magnetic flux its reluctance 
may be nearly as great as that of air. In 
other words the iron becomes magnetically 
saturated. 

The simplest form of electromagnet is 
that shown in Fig. 21, where a straight 
bar or core of soft iron is wrapped with 
a coil of insulated wire. Here the mag- 
netic circuit consists of two distinct parts ; 
namely, of the interior of the core which is 
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of iron, and the air outside through which 
the circuit is completed. Oue end of the 
core becomes of north polaiity, the other 



Fig. 31.— Bar Elect 

end south, the direction of the polarity de- 
pending upon the direction of the current. 

For most practical purposes it is desira- 
ble to bring the two ends of the bar 
together. This may be done by bending 
the iron core into a U, or horseshoe shape, 
and mounting a coil of wire upon each leg 
of the U, as shown in Fig. 22. Here the 
current passes first through one coil and 
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then through the other, the M. M. Fs. of 
the two coils being virtually added 
together. The magnetic resistance of the 



FiS. 23.— HORSESHOS Elkctrohaonkt. 

circuit is now reduced, since the length of 
the flux paths through the air between the 
poles is shortened. 

For convenience in mechanical construc- 
tion, the Ji&i'seshoe electromagnet is usually 
constructed as shown in Fig. 23, where the 
parallel cores TV, 8, are secured together to 
a common yoke piece Y. 
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Keferring to Fig. 23, the magnetic flux 
produced by the M. M. F. of the magnetiz- 
ing coil is assumed to issue from the pole 
marked JV, to traverse the air space 
between these and the pole marked S, and 
then to complete the circuit through the 

N s 
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cores and yoke, ao that the magnetic cir- 
cuit is partly composed of iron and partly 
composed of air. When the current flow- 
ing through the magnet coil ceases, the 
M. M. F. disappears and with it the mag- 
netic flux. A piece of iron introduced 
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into the magnetic circuit between the 
poles N^ 8^ is attracted to them. A piece 
of iron so constructed as to be capable of 
being attracted by and moved towards the 
poles, under the influence of the magnetic 
flux passing through the circuit, is called 
an armature. This iron armature, when 
attracted to the poles, completes the mag- 
netic circuit through its mass, thus provid- 
ing an iron path for all parts of the mag- 
netic circuit. Such a circuit is called a 
ferric magnetic circuit, in contradistinction 
to an aero-ferric mxignetic circuit, in which 
the magnetic circuit is completed partly 
through iron and partly through air, as in 
Fig. 23; or, to the noii-ferric Toagnetic 
circuit, in which no iron enters, as for 
example, in the case of the copper wire 
or coil carrying an electric current. 

The electromagnet owes its practical 
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value in telegraphy to the rapidity with 
which it can acquire and lose the magnetism 
produced by a current sent through its coils. 
In all cases it operates by the attraction 
which its flux exerts on a movable armature. 
The core and armature of the electromagnet 
are always made of very soft iron, so that 
the magnetic flux may as far as possible 
promptly disappear after the cessation of 
the electric current through the coils. If 
the iron were hard, the magnetism acquired 
would tend to be retained after the 
cessation of the current. In other words, 
the iron becomes in a greater or less degree 
permanently magnetized instead of being 
temporarily magnetized. 

Fig. 24 shows a simple form of electro- 
magnet and armature employed for ringing 
a bell. Here M, Mj are the magnetizing 
coils whose terminals are connected to the 
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binding posts h, b. A, ia the soft iron 
armature, suitably supported on the pivot 
screws V, V, and carrying a hammer for 



Fig. 24. — Electsomaonetio Beli. 

striking the bell. The weight of the 
hammer is so disposed relatively to the 
armature, that when no current traverses 
the coils M, M, the armature falls away 
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from the poles as far as the stop ^, will 
permit. When a current is passed through 
the coils, they exert a M. M. F. on the 
magnetic circuit. The magnetic flux gener- 
ated in this circuit traverses the air spaces 
between the poles and armature apd 
passes through the mass of the armature 
itself. The armature is thereby attracted 
toward the poles and comes forward until 
arrested by the hammer striking the bell. 
The armature will remain in this position 
so long as the current passes through the 
coils. If now the circuit be opened, the 
armature will fall back, and this to and fro 
movement of the armature will occur as 
often as the circuit is made and broken. 
For this reason the bell is called a single- 
st/rohe hell. It is evident that the number 
of strokes delivered by the hammer on the 
bell will be under the control of a distant 
operator who makes and breaks the elec- 
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trie circuit at will, and that, by a suitably 
arranged code of signals, such a bell might 
be employed in telegraphy. 

Fig. 25, shows an electromagnetic bell 
differing from the preceding. Here the 
magnetizing coils m, m, are connected with 
their terminals to the binding posts T^ and 
7J, so that if these binding posts be con- 
nected with a suitable E. M. F., and the 
circuit be closed, the armature A^ will be 
attracted, and will bring the hammer H^ 
upon the bell. When the armature A^ is 
attracted the spring 5, leaves the screw 
contact (?, against which it rests. This 
screw contact is connected with the binding 
post 71, in such a manner that if the bind- 
ing posts jT, and ^, are connected with 
the circuit, instead of T^ and Ta, the cir- 
cuit will be automatically interrupted, as 
soon as the armature leaves the contact c. 
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This will cause the M. M. F. and magnetic 
flux to disappear, and the annature A, to 



Pig. 25. — Elkctromagnbtic Bbll, 

return, again closing the contact at c. 
The re-eatablishment of the contact will 
restore the electric current, M. M. F., mag- 
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netic flux, and attraction, so that the arma- 
ture will periodically be attracted and re- 
leased. With this action a bell is called 
a vibrating bellj in contradistinction to a 
single-stroke bell. This bell is therefore 
single-stroke or vibrating, according to the 
pair of terminals employed. FF^ is a small 
screw adjustment serving to vary the ten- 
sion of the spring s. 

The magnetic flux developed in the 
magnetic circuit of any electromagnet, 
depends, as we have seen, upon the 
M. M. F., and this depends upon the num- 
ber of ampere-turns. If the current sup- 
plied through the coils be powerful, a 
comparatively small number of turns will 
be sufficient to produce a considerable 
M. M. F. If, on the contrary, the current 
strength passing through the coils be 
feeble, a greater number of turns will be 
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necessary to develop the same M. M. F. 
For this reason electromagnets, which have 
to be employed in telegraphic circuits 
where the current strength is quite feeble, 
say ]/50th of one ampere, are wound with 
many turns of fine wire so as to make up 
in the number of turns what they lack in 
the number of amperes. 



CHAPTER IV. 



BRIEF HISTORY. 



Attention has already been called in 
the introductory chapter to the fact that 
the electric telegraph remained an un- 
commercial device until after the dis- 
covery and application of the voltaic pile 
about the year 1800. In 1809, Sommer- 
ing of Munich availed himself of the 
ability which the electric current possesses 
of decomposing acidulated water to pro- 
duce a form of apparatus represented in 
Fig. 26. Here V, is a voltaic pile; i. e.j a 
series of voltaic cells arranged in a column 
so connected as to produce a considerable 
total E. M. F. 5^ is a transmitting appa- 
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ratus connected with the voltaic pile on 
one aide, and on the other, with the re- 
ceiving apparatus R, through the cable c c, 
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containing 27 wires, one wire for each letter 
of the alphabet, with one extra wire. 
These wii-es are so arranged that by press- 
ing the appropriate contact under the 
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letter of the alphabet at T^ an electric 
current from the voltaic pile Vy was 
sent through the wire into the bath of 
acidulated water at i?, and gave evi- 
dence of its passage by a stream of small 
gas bubbles from the extremity of that 
particular wire. The observer at jR, 
watching these bubbles, was able to recog- 
nize the particular letter of the alphabet 
to which that particular wire corresponded, 
and, by suitable intervals or spaces 
between words, was enabled to spell out a 
message. A crude form of alarm appa- 
ratus, or call bell, designed to call the 
attention of the operator at the distant 
end, is also represented in the figure. A 
spoon-shaped gas collector was inverted in 
the acidulated water over one wire, in such 
a manner that by causing the current to 
flow steadily through that wire a con- 
siderable quantity of gas would h^ 
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liberated and would accumulate in the 
inverted receptacle until the buoyancy of 
the gas caused the receptacle to rise and 
release the ball % through the funnel/, on 
to a platfoiTn connected with the alarm 
bell which was thus set in motion. This 
system was never introduced into com- 
mercial practice owing to the number of 
conductors which it employed. 

The discovery of electromagnetism by 
Oersted of Copenhagen in 1820, and 
the production of an electromagnet in 
1825, gave a new stimulus to electric 
telegraphy. 

One of the earliest forms of telegraphic 
apparatus employing electromagnetism 
was that devised by Gauss and Weber, in 
1833. The receiving apparatus employed 
in this device is represented in Fig. 27. 
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Here a permanent bar magnet M My m 
suspended within the coil H IT, from a 
thread, and carries the mirror iV[ When 
the electric current passed around the coil, 
the magnets became deflected, the direction 



' 4,J=F^ 



J 




Fig. 27.— Gauss and Weber's Telegraph. 



of deflection depending upon the direction 
of the current. This deflection was noted 
by an observer at the telescope JR. A 
series of signals was sent through the two 
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wires forming the line and the observer 
watching the movements of the suspended 
magnets was able to spell out the letters 
and words so formed. 

» 

The year 1837, witnessed important 
developments in the telegraphic art, three 
distinct inventors presenting systems that 
may be regarded as available for commer- 
cial use. These three inventors were Stein- 
heil of Munich, Wheatstone of London, 
and Morse of New York. Without enter- 
ing into a description of the systems, it will 
suffice to say that the Steinheil apparatus 
constituted an improvement upon that of 
Gauss and Weber. 

The Wheatstone instrument was of the 
needle type, the movement of a magnetic 
needle to the right or left being employed 
in much the same manner as Gauss' bar 
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magnet, the combination of movements to 
the right and left being employed to spell 
out the letters of the alphabet, the tele- 
scope of Gauss being rendered entirely 
unnecessary. 

Morse employed an electromagnet to 
move a pen across a band of paper moved 
steadily forward by clockwork. This 
apparatus is represented in Fig. 28. Here 
a weight W, drives clockwork Cj to move 
forward a band of paper p p Py over a 
roller i?, beneath the point of a pencil 
held in a suspended frame. The magnet 
m, in circuit with a voltaic cell V, and the 
transmitter H, was so arranged that when 
the current passed through the circuit, the 
magnet attracted the suspended frame and 
moved the pencil across the paper band. 
The signals were sent by moving forward 
a board h h, with the aid of a handle ff. 
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7d 



Pins were inserted in the port-roll or board, 
so as to cause the wii'es at the free end of 




Fig. 28.— Early Form op Morse Apparatus. 

the lever to dip into mercury cups y, y, at 
suitable intervals and so close the circuit. 
It is evident that at this time Morse had 
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not conceived the idea of sending signals 
by a hand key and considered that it 
was necessary to space the contacts by 
mechanism. The pin contacts were set in 
the port-roll by type such as represented 
in Fig. 29. These letters were called tele- 



Lll] I rn 1 r^ \ e 1 1 o 



~wrmn vwi/rwvw wr^ 

4 5 6 3 2 4. 

Fig. 29. — Eably Morse Telegraphic Type Letters. 

graphic type letters. The manner in which 
the signals were received on the band of 
paper is also represented in this figure, 
and at a later date Morse discovered that 
it was unnecessary to send the signals 
from type characters and the Morse key 
was introduced. 
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The firet telegraphic line in the United 
States was opened in 1844, between Balti- 
more and Washington. It was constructed 
under an appropriation by Congress. The 
first dispatch was transmitted on the 37th 
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May from Washington to Baltimore. The 
apparatus employed on this line is I'epre- 
sented in Fig. 30. M, shows the electro- 
magnets with their armatures which 
emboss the moving strip of paper when 
these armatures are attracted. K, is the 
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key whose knob projects above the surface 
of the base. The relay employed with this 
instrument is not shown in the figure. It 
weighed about 180 pounds. 

After the date of Morse's first telegraph 
circuit, improvements were rapidly intro- 
duced, and the system used soon simplified 
to that which is found throughout the 
country to-day. 



CHAPTER V. 

THE SIMPLE TELEGRAPH CIRCUIT. 

We have seen that when an electro- 
magnet is connected in the circuit of 
an E. M. F., a current will pass through 
the coils of the electromagnet as soon as 
the circuit is closed. Whether or not the 
electromagnet is able to attract its arma- 
ture under these circumstances will, of 
course, depend upon the current strength 
passing through its magnetizing coils, as 
well as upon the character of the electro- 
magnet and the amount of force it must 
exert in order to move its armature against 
the action of its retarding forces. In 
accordance with Ohm's law, the resistance 

99 
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in the circuit will determine the magnitude 
of the E. M. F. which must be applied to 
it in order to obtain the requisite current 
strength. The length of the line connect- 
ing the E. M. F. with the electromagnet 
has no influence whatever upon the 
strength of the current which can be 
maintained through the magnet coils, 
beyond the effect of the electric resistance 
which the line wire introduces. Thus if 
the resistance of the line wire be 100 
ohms, and the insulation of this wire be 
assumed as perfect, so that no current 
escapes by leakage, it is a matter of 
indifference whether the length of the 
line be 100, or 1,000 miles, the strength 
of current which will pass through the 
electromagnet coils will in each case be 
the same. 

Fig. 31, represents a telegraphic circuit 



THE SIMPLE TELEGRAPH CIRCUIT. 85 

reduced to its simplest elements. L L\ is 
the line wire connecting tlie two stations 
A and £^ which may be many miles 
apart. A ground -return circuit is estab- 
lished between the two groundrplates 
Gy G\ Ey is a voltaic battery furnishing 

A B 



c 



■^ M^H 



TJL 



Fig. 31.— Simple Telegbaphic Cikcuit. 

a suitable E. M. F. This battery is 
represented as connected with the circuit 
at Ay but it may be connected at station 
J5, or at any point intermediate between 
A and B. M^ is an electromagnet, so 
wound that the current strength passing 
through the circuit, when closed, is suffi- 
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ciently strong to operate it properly and 
cause it to attract its armature against 
the force of a retractile spring. <?, is a 
device for readily making and breaking 
the circuit. This might be done by tak- 
ing the two ends of the wire in the hands, 
connecting them and disconnecting them 
at suitable intervals, but, for convenience, 
a special device is always employed^ called 
a telegraphic hey^ which will be presently 
considered. 

As soon as the operator at A, closes the 
circuit at Cj by bringing the wires together, 
a current will flow through the circuit, 
the strength of which will be determined 
by Ohm's law in the manner already 
described. Let us suppose that the total 
resistance of the circuit amounts to 1,000 
ohms, and that the E. M. F. of the battery 
is 35 volts, then the current strength 
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which will pass through the circuit 

will be 25 volts -5- 1,000 ohms = -4^ 

' 1,000 

ampere = 0.025 ampere, or 25 milliam- 
peres. A certain small fraction of time 
will be needed for the development of 
this current through all parts of the cir- 
cuit, but, for present practical purposes, 
this time is so brief that the current may 
be considered as rising instantaneously to 
its full strength. Consequently, the clos- 
ing of the circuit at ^, is followed by the 
passage of the current through the mag- 
netizing coils at Mj and this is immedi- 
ately followed by the attraction of its 
armature. If we assume that no leakage 
exists in any portion of the circuit, the 
current strength will everywhere be the 
same, but if considerable leakage takes 
place between the line and ground 
through the insulators supporting the 
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wire, the current strength passing through 
the magnet M^ may be considerably less 
than the current strength leaving the 
battery E, 

As soon as the circuit is broken at <?, 
the current ceases and the armature of 
M, is released. Consequently, the move- 
ments of the contact at <?, determine the 
movements of the armature of M. If the 
wire at <?, remain in contact for, say 30 
seconds, the armature of M^ will remain 
attracted for an equal length of time, and 
so for any other period of contact, so that 
any succession of makes and breaks at ^, 
is accompanied by a coiTesponding suc- 
cession of to-and-fro motions at the arma- 
ture of M. 

The telegraphic circuit shown in con- 
nection with Fig. 31, is only provided with 
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the circuit-closing arrangement at A, and 
the electromagnet at £. Consequently, 
while A, could send signals to £, By 
would be unable to send signals to A. 
Fig. 32, represents the same line with a 





Fig. 32.— Telegraphic Circuit. 

circuit-closing arrangement and an electro- 
magnet at each end. Under ordinary- 
conditions the keys K, K' are. either 
depressed or short-circuited by the 
switches Sj s\ so as to close the circuit at 
both ends of the line, and enable the cur- 



90 ELECTRIC TELEGRAPHY. 

rent to pass steadily through it. Since 
the resistance of the entire circuit in 
Fig. 31, was 1,000 ohms, the introduction 
of the additional electromagnet in Fig. 32, 
may increase the total resistance of the 
circuit to say 1,100 ohms, and in order to 
produce the same current strength through 
the circuit as before, the E. M. F. will 
have to be increased to 27 1/2 volts, since 
27.5 -^ 1,100 ohms = 25 milliamperes. 

If A^ desires to signal B^ he breaks 
the circuit at his switch 8^ and produces a 
series of makes and breaks which are 
immediately followed by a similar series 
of movements on the part of the armature 
of the electromagnets J[/, Jf' at .4 and B. 
When A^ ceases to signal, he restores the 
circuit at -4, by permanently closing his 
switch 8. B^ may now signal to A^ by 
opening the circuit at «', and producing a 
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senes of makes and breaks with his key 
which are followed by the armatures of 
both electromagnets. In this case the 
signals which are sent at one end of the 
line are repeated at both ends, so that the 
sender may know by the action of his own 
electromagnet's armature that the same 
signals are being received at the distant 
end. 

A form of telegraphic key in extensive 
use, for purposes of making and breaking 
the circuit in the manner described, is repre- 
sented in Fig. 33. A metal base D D\ is 
firmly screwed down to the operator's table 
by long screws W^ W\ which pass through 
the table's surface. The ends of the wire 
which are to be brought into connection 
with the screws are clamped securely to the 
binding screws W^ W\ so that one wire is 
in contact with the screw TF, and the other 
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wire with W. The latter is in metallic 
coonection with the base Z* D. The 
former is insulated from J) D, and termi- 
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nates in a platinum contact point at t, which 
also supports a metallic strip p. Under 
these circumstances the screws W and W, 
remain insulated from each other. They 
may, however, be electrically connected in 
either of two ways. First, by the key ^ 
which is pivoted at the line v v, and con- 
nected thi-ough these pivots with the base 
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D. On depressing K^ the contact is closed 
at ^, thus connecting the base 2?, with W^ 
and, therefore, W\ with W \ or, secondly, 
the circuit may be closed by pushing the 
switch 8^ under the metallic spring ^, as 
shown in the drawing. The metallic 
switch S^ is movable about the axis of the 
screw F, and is, therefore, electrically con- 
nected with the base D. When the key is 
not employed for signalling, the switch 8^ 
is left permanently in the position shown, 
thereby closing the circuit of WW. On 
opening the switch the cii'cuit is broken 
until pressure at IT, re-establishes the 
circuit at the contact t The screw A, 
adjusts the tension of the brass spring G, 
which forces the key IT, upward and 
against the back stop of the screw £. 
The play, or distance between the platinum 
points of the screw, can be regulated by 
the screw and nut £. 
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Another form of telegraphic key is 
represented in Fig. 34. This key is 
screwed to the surface of the table and 
not through the table. Consequently, the 
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wires closing the circuit are connected to 
the terminals A and £, above the key, 
instead of to the wing nuts W, W, of 
Fig. 33, beneath the table. The tension of 
the spring is regulated by the screw D, 
the play by the screw C, while t, is the 
contact and P, the strip making contact 
with the switch S, as before. The manner 
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in which this key operates is the same as 
in the preceding case, although the form is 
slightly different. 

We have hitherto spoken of the receiv- 
ing instrument il^ as a simple electro- 
magnet. In actual practice, however, 
special forms are given to the receiving 
electromagnet. One of these is repre- 
sented in Fig. 35. The magnetizing coils 
are enclosed in hard rubber cylinders M. 
The terminals of the wire wound on these 
coils are connected to the binding posts 
B^ B\ A, is a soft iron armature, rigidly 
attached to the metallic lever Z, pivoted 
on the line v Vy and maintained at this 
upper contact stop by the tension of the 
spring regulated by the screw S. The 
play of the lever is adjusted by the screws 
Wj W*. When the armature is attracted 
it brings the lever down until arrested by 
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the screw W, and when the armature ia 
released, the spring beneath forces the 
armatnre upward until arrested by the 
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screw W. This form of magnet is called 
a telegraphic sounder, because the sound 
made by the armature in its movements, 
between the upper and lower stops, serves 
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to coDvey the signal sent on the line to the 
ear of the operator. 

Another form of sounder is represented 



Fro. 36.— Tei.bgraphic Sounder. 

in Fig. 36, similar letters corresponding to 
similar parts. 

Messages ai'e transmitted by the use of 
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three independent characters ; namely, 
short signals or dotSy long signals or dashes^ 
and dividing intervals or spaces^ between 
adjacent signals. Thus, a dot followed by 
a short space and then by a dash represent 
the letter A, while a dash followed by 
a short space and three dots, separated by 
short spaces, represent the letter J5. Five 
of the letters of the alphabet employ spaces 
of extra length and are called spaced letters. 
As will be seen in Fig. 37, these letters 
are (?, o^ /•, y, z. The letter ?, consists of a 
dash twice the length of an ordinary dash. 

The unit of length in this system or 
code of signals is the dot, and the space 
separating the signals in the letter has the 
length of one dot. The space between the 
letters of a spaced letter is two dots in 
length. The dash has a length of three 
dots. The space between adjacent letters 



THE SIMPLE TELEGRAPH CIRCUIT. 99 

is three dots, and the space between ad- 
jacent words six dots. 

When an operator desires to send a 
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Fig. 37.— Morse Code. 



letter A^ he depresses his key for a short 
interval, then releases it, and, after an in- 
terval equally brief, depresses it again, 
holding it down for a period three times as 
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long before releasing it. Corresponding to 
the closing of the circuit caused by the 
depression of the key, currents flow 
through the line, the one caused by the 
depression corresponding to the dash being 
of three times greater duration than that 
corresponding to the dot. The effect of 
these currents passing through the magnet- 
izing coils of the telegraphic sounder is 
to produce corresponding movements of 
its armature as already explained. 

The movements of the armature lever 
of the electromagnetic receiving apparatus 
were originally employed by Morse for 
producing a permanent record on a band 
of moving paper. An instrument for 
accomplishing this is called a Morse registe7\ 
A form of such instrument is shown in Fig. 
38. In this instrument the electromagnet 
M, is provided with a lever X, armed 
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at its extremity with a stylus or adjust- 
able screw point p, bo placed relatively 
to a moving band of paper tape TT, 



Fio, 38. — MoBSK Reoister. 

as to emboss or indent the paper on the 
downward movement of the lever L, con- 
sequent on the passage of the current 
through the magnetizing coils of the elec- 
tromagnet. The paper is drawn through 
the reels r, r, by the aid of clockwork, at 
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a regular rate. If the armature lever Z, is 
depressed momentarily, a dot is made in 
the paper tape. If, on the contrary, the 
lever i, be continuously depressed, a long 
dash will be indented or furrowed in the 
paper. When, however, no current passes 
through the magnets, the paper tape runs 
through unindented. Consequently, by 
sending over the line impulses of current 
corresponding to dots and dashes of the 
Morse alphabet, the characters will be 
embossed on the moving tape, thus pro- 
ducing a permanent record. 

A more modern form of Morse register 
is represented in Fig. 39. Here t, t, are the 
terminals or binding posts connected with 
the magnets, which in this case are within 
the instrument. The lever is pivoted at 
V, and carries the stylus j9, close beneath 
the roller, over the surface of which is 
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drawn the moving tape. Sy is the adjust- 
ing spring for varying the tension on the 
armature lever whereby it is restored to its 




Fig. 39. — Morse Registeb. 



original position when unattracted by the 
electromagnet, h, is a small lever for stop- 
ping the paper band when no signals are 
being received. 
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In the early history of the Morse system 
of telegraphy, registering instruments were 
solely employed. It was soon found, 
however, that the sounds produced by the 
movement of the recording lever were 
suflSciently characteristic to enable the 
operator to read the message directly by 
sound without the use of the recording 
slip or tape. This led to the practical 
abolition of the register, which is to-day 
but little employed, sounders of the gen- 
eral type shown in Figs. 35 and 36, having 
taken its place. 

Outside the United States and Canada 
a somewhat different system of Morse 
alphabet is employed. When the electro- 
magnetic telegraph was first introduced on 
the European Continent, different alpha- 
bets were employed in different countries. 
By an international European conference it 



1 
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was agreed to adopt a uniform code which 
is now known as the Continental code. 
This code differs from the Morse in the 
fact that it contains no spaced letters. 
The alphabet is formed of various com- 
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Fig. 40.— Continkntal Mobsb Code. 

binations of dots and dashes, but the inter- 
vals between the signals in each letter are 
the same. The Continental Morse cod§ 
is shown in Fig. 40, 
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On a comparison of the Continental and 
Morse codes it will be seen that the 15 
letters a^ J, c?, e^ g^ A, i^ \ m^ ti, r, t^ u^ v and 
Wy are the same in both. The remaining 
11 letters <?,/,^', ?, o^p^ q^ r, a?, y, z^ are dif- 
ferent, as also are the numerals and the 
various punctuation marks. It has been 
found in practice that the American or 
Moi'se code is more rapid, because it re- 
quires fewer dot intervals for the trans- 
mission of any given message. In other 
words, there are fewer dashes in the Morse 
code than in the Continental code. This 
difference in speed may amount to say five 
per cent. In order to indicate this the 
following short sentence is analyzed in 
both codes in Fig. 41. 

Here the sentence " Great is Diana of 
the Ephesians " is printed in both Morse 
and Continental codes. It will be found 
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on counting that the total number of unit 
spaces in the Morse code sentence is 222, 
while the total number of units in the 
Continental code sentence is 210, thus 

O reat is Diana 

o f the Ephesians 

Fig. 41.— Compabison of Mobbb and Continbntal 

Codes. 

showing a gain in this case of about five 
per cent. 

While, however, the Morse code is the 
more rapid, it possesses a greater liability 
to errors of transmission, owing to the 
spaced letters which are apt to be mis- 
taken for double letters ; for example, the 
letter Oj in the Morse code is apt to be 
read ee, and so on. Moreover, the Morse 
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code is ill adapted to signalling through 
long submarine cables, as will be explained 
in a subsequent chapter. 

In order to give some idea of the skill 
which may be acquired by the Morse 
opei'ator, it may be interesting to note that 
an expert operator can send from 35 to 40 
words per minute, although for steady 
working a rate of 25 words per minute 
may be regarded as good. The highest 
recorded speed of legible telegraphing 
with the ordinary Morse code, in a five- 
minute trial, is 53 words per minute. 

Telegraphic circuits may be divided 
into two kinds ; namely, the closed-circuit 
system and the open-circuit system. In 
the United States and Canada the former 
is used almost entirely. The latter is 
employed in other parts of the world. 
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The closed-circuit system is illustrated 
in Fig. 42. It corresponds to the system 
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Pig. 42.— Closed-Circuit Morse System. 

already shown in Fig. 32, except that it 
represents the introduction of an inter- 
mediate station at B. It will be seen 
that when no signals are being sent along 
the line, a current steadily flows through 
the circuit from the batteries jEJ^ and ^, 
which are arranged in series so as to assist 
each other. In other words the circuit is 
normally closed, and from this is derived 
the term closed-circuit system. When any 
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station say Bj desires to communicate with 
C^ he opens the switch Sc^ thus breaking 
the circuit and releasing the aimatures of 
all three sounders m^j m^ m^. J3, now 
calls Oy by sending C^s calling signal, 
generally consisting of one or two letters. 
C^s attention is thus called to his instru- 
ment. Although A, can hear the signals 
passing over the line yet he knows by 
listening to them that it is O, that is 
wanted and not his station. 6] then 
answers and receives the message which 
£y may desire to send. As soon as £y 
ceases to transmit he must close his switch, 
otherwise he will leave the line open and 
prevent A and (7, from using it. Con- 
sequently, on the closed-circuit system it is 
necessary for each operator to close the 
circuit the moment they have ceased to 
use the line, otherwise they would prevent 
the entire circuit from being used. 
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The batteries in Fig. 42, are shown as 
being connected to the circuit one at each 
end, and this is the most usual practice. 
It is possible, however, on a short line to 
introduce a single battery, at any point, 
or it may be desirable in the case of long 
lines to employ several batteries inserted 
at several points. 



Fig. 43, represents an open-circuit Morse 
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Fig. 43.— Open-Circuit Mobsb System. 




telegraphic line with three stations A, B 
and (7. Here each station is provided 
with a batter}^ It will be seen that when 
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no message is being sent, tlie circuit of the 
line is closed but the circuits of the bat- 
teries are all open, so that no current is 
normally sent along the line. When any 
operator such as £, desires to communicate 
with another operator say (7, he depresses 
his key, which in this case is unprovided 
with a switch, and changes it from the 
back contact to the front contact, his key 
being pivoted at or near its centre. The 
current from the battery JS'g, is then sent 
to line through the instruments m^ and m^^ 
but not passing through the instrument 
m^ (7, hearing that he is called answers 
and receives the message. 

It will be seen that in the open-circuit 
system there are as many batteries as there 
are stations on the line, while in the 
closed-circuit system there may be only 
one main battery, or a convenient small 
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number, such as two batteries, say one at 
each end. When an operator sends a mes- 
sage on the open-circuit system he employs 
a current from his own battery, whereas 
when an operator sends a message on the 
closed-circuit system he employs the cur- 
rent from the main battery or batteries in 
the line. 

Both the open- and the closed-circuit 
Morse systems possess certain advantages, 
and each is adapted to a particular charac- 
ter of work. The advantage of the closed- 
circuit system is the readiness with which 
an office or station can be introduced into 
a circuit ; for, without carrying any battery, 
all that is necessary is to cut the tele- 
graphic wire at some point and insert a 
receiving instrument and key into the cir- 
cuit. Consequently, in cases where a 
number of stations have to be inserted 
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on a single line, as for example, along a 
considerable length of railway, a number 
of offices can be operated with a com- 
pai'atively smaU expense in the installation 
of batteries. 

On the contrary, the open-circuit system 
has the advantage of not working the 
batteries when the line is idle. Although 
this system requires the introduction of 
a separate battery for eax^h station inserted 

in the line, yev'ea^ where. ve,7 great 
number of stations are not required on the 

line, it may possess advantages over the 
simpler closed-circuit system. 



CHAPTER VL 

BATTERIES AND DYNAMOS. 

The current strength required to oper- 
ate an ordinary Morse circuit is about one- 
fortieth of one ampere; i. e.y about 25 
miUiamperes. The resistance of a tele- 
graph circuit, 200 miles in length, may 
be 2,000 ohms, and if say 12 stations 
are connected up in the circuit, each with 
a relay of 150 ohms resistance, the total 
resistance of the line and instruments will 
be 3,800 ohms. It will, therefore, be neces- 
sary, in order to obtain a current strength 
of one-fortieth of an ampere, to provide 
an E. M. F. in the circuit of 95 volts with- 
out making any allowance for the addi- 
ng 
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tional resistance, whicli will necessarily be 
included in the batteries supplying this 
E. M. F., or for any loss by leakage occur- 
ring over the line. If, say, a battery of 100 
gravity cells, having, therefore, a total 
E. M. F. of approximately 100 volts, be 
connected to the line at one end A, the 
leakage will be greatest, and the current 
strength through the circuit will be a 
maximum at this end, and a minimum at 
the distant end i/, where the line is 
grounded. With considerable leakage the 
relays will be working feebly near ^, 
owing to the weakened current, while at 
or near A, the relays will be working 
with strong current but with a variable 
adjustment: for, if an operator at JB, is 
sending a message to A, when he opens 
the circuit at his key he will cut off from 
the battery at Ay all the current which 
flows through the line wire, relays and 
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ground, but he will not cut off the leakage 
current which flows through the line and 
some of the relays to ground. Conse- 
quently, the relay at Ay has to be adjusted 
so as not to attract its armature upon the 
leakage current but only upon the leakage 
and line current combined. 

An analogous series of conditions to 
those above described would be presented 
by a long india rubber water pipe or hose 
connected to a pump at one end and to a 
discharge pipe at the other. If the pipe 
is free from leakage it is evident that the 
flow at the pump end must be the same as 
the flow at the discharge end, provided 
both are steady, and any instruments 
inserted in the pipe at different points to 
indicate the amount of flow would register 
alike throughout its length. As soon as 
the discharge is shut off, the flow subsides 
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throughout the pipe and none would be 
indicated on any of the meters in the 
hydrostatic circuit. If, however, the pipe 
be uniformly leaking at each joint, the 
flow at the pump end will always be 
greater than the flow at the discharge end 
when the discharge pipe is open; and, 
moreover, this difference will increase with 
the number and leakiness of the joints; 
or, in other words, with the length and 
leakage of the line. If the discharge pipe 
be shut off, the flow will cease close to the 
discharge end, but will only be lessened 
at or near the pump end, where the flow 
in leakage will still be comparatively 
strong. The amount of leakage will evi- 
dently increase with the hydrostatic pres- 
sure under which the water is forced 
through the pipe. 

A better distribution of the E. M, F, 
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over a circuit is obtained by dividing the 
battery into two equal portions and insert- 
ing these in the line, one at each end. 
In this case the leakage is a maximum 
at each end, and is a minimum at the 
centre. The most perfect arrangement 
would be a uniform distribution of the 
voltaic cells along the line, but this is 
impracticable. 

Until within the last few years voltaic 
batteries were entirely relied upon for the 
source of current in telegraphic service, 
and several thousands of gravity cells were 
sometimes employed for this purpose in a 
single large office. The dynamo-electric 
machine has, however, of recent years 
largely supplanted the voltaic cell, so that 
there are scarcely any voltaic cells in the 
central telegraph offices of large cities. 
Along the line and in sub-offices generally. 
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voltaic cells are still employed for the 
local circuits of the sounders. 

The reason for the introduction of 
dynamo-electric machines in place of 
batteries is the fact that batteries neces- 
sarily occupy a large amount of space, 
need considerable care and inspection, and 
necessitate a comparatively large outlay in 
installation. Voltaic cells i*equire to be 
penodically replenished and their plates 
renewed ; moreover, they require con- 
tinued attention in order to maintain their 
E. M. F. even approximately constant. 
It is found impossible to work more than 
two or three circuits from a single voltaic 
source, so that a large number of cir- 
cuits terminating in an office requii*e a 
correspondingly large number of separate 
batteries. On the other hand a dynamo- 
electric machine is capable of supplying a 
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considerable number of independent tele- 
graphic circuits and is less expensive in 
first cost, as well as in maintenance, when 
introduced on a large scale. 

A dyna7ru>-electric nmchiiie is a machine 
for the production of electric energy at 
the expense of mechanical energy. The 
dynamo is so constructed that when its 
moving part, usually the armatv/re^ is 
driven by power, an E. M. F. is developed 
in the machine. Dynamo-electric machines 
are constructed in a great variety of types. 
Some of these supply currents which are 
alternating^ or alternately flow in opposite 
directions, and as such are not available 
for ordinary telegraphy. Others supply 
currents suitable for arc lamps and are 
equally inapplicable for telegraphy. 
What is required for telegraphic purpose 
is a uniform continuous £J. M. F. oi the 
requisite voltage. 
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A dynamo of tbe type commonly 
employed in telegraphy is represented in 



Fia. 44. — Dynamo- Electric Machine. 

Fig. 44. Jf, M, are two large Jield mag- 
nets ; i. e., coils of wire wrapped around 
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iron cores. The passage of a continuous 
current through these coils produces a 
powerful magnetic flux between their 
poles jP, jP, in the same manner that the 
passage of an electric current, through the 
coils of a relay or sounder magnet, pro- 
duces a magnetic flux between its poles. 
The armature A^ is supported in bearings, 
one at each end, and is revolved by a belt 
upon the pulley P', through the magnetic 
flux. This armature consists of a cylindri- 
cal core of laminated soft iron carrying a 
number of insulated wires upon its surface. 
The revolution of these wires, through the 
magnetic flux produced by the field mag- 
nets, causes E. M. Fs. to be generated in 
them. The loops of wire on the armature 
are connected with the commutator (7, 
which consists of a number of copper 
segments insulated from one another and 
from the armature shaft. Copper brushes 



124 ELECTRIC TELEGKAPilY. 

Bj Bj bear upon the surface of the revolv- 
ing commutator at diametrically opposite 
points, and the continuous E. M. F. of the 
armature is delivered to these brushes, and 
from them through the flexible cables to 
the main terminals T, T, oi the machine. 

The voltage of a dynamo-electric 
machine depends upon the speed at which 
it is rotated, upon the strength of the mag- 
netic flux passing through the armature, 
and upon the number of turns of wire on 
the armature. Consequently, if the mag- 
netic flux and the number of loops on the 
armature are fixed, the E. M. F. delivered 
by the armature will depend upon the 
speed at which it is rotated, and, if the 
speed be uniform, the E. M. F. will be 
uniform. 

If we suppose that such a dynamo pro- 
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duces an E. M. F. of 100 volts, and that it 
has a possible output of 1,000 watts, or 
about 1 1/3 hoi'se-power, it can continu- 
ously deliver a current of 10 amperes 
through suitable resistances. Such a 
machine could theoretically supply the 
electric current required for about 300 
ordinary telegraph circuits. 

Dynamos for telegraph purposes are 
usually wound to supply about 60 volts, as 
100 volts would be considerably in excess 
of what is required for short lines. 
Where more than 60 volts are needed^ 
dynamos are connected in series so that a 
battery of five such dynamos would pro- 
duce a total E. M. F. of 300 volts, and this 
is, approximately, the highest E. M. F. in 
use at any single point of a telegraphic 
circuit. 

Just as dynamos are used in the main 
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line instead of main-line voltaic batteries, 
a dynamo is also used for local service 
instead of local voltaic batteries. The 
E. M. F. of such a dynamo is about 6 or 7 
volts. One such dynamo in an office is 
sufficient to operate all the sounders that 
have yet been collected into a single build- 
ing. The resistance of such sounders is 
from 25 to 100 ohms, while the resistance 
of a sounder employed with two cells of 
local battery is only about 4 ohms. Con- 
sequently, sounders worked from a dynamo 
employ a finer wire, and take a current 
from l/8th to 1/1 5th of an ampere, while 
the current supplied to a sounder on a 
local voltaic battery circuit, is about l/4th 
of an ampere, and its coils are wound with 
coarser wire. 

The arrangement of dynamos in a main 
telegraph office is represented in Fig. 45. 
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Z>i, 2>2) -^3? -^4? ^5? are five dynamos, all 
driven by the same engine, and with their 
armatures connected in series as shown. 
The total E. M. F. is the sum of all the 




^^^5^ 



Fig. 45.— Arrangement op Battery of Dynamos 
IN Central Telegraph Office. 



separate E. M. Fs., and amounts in the 
case considered to 300 volts. The first 
dynamo D^ is grounded at G. The plug 
switch ^, enables any desired E. M. F., in 
multiples of 60 volts, to be connected with 
a circuit such as that shown at X, X, in 
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which -S, is the main-line instrument, and 
K^ the key. The phig is represented as 
being inserted between the bar and fourth 
strip of the switch, thereby connecting a 
pressure of 240 volts to the line. The local 
circuit of the relay is not indicated in the 
figure but employs a separate dynamo for 
its supply. 



CHAPTER VII. 

RELAYB. 

The current which is required to pass 
through the magnetizing coils of a sounder 
to give a distinctly audible sound is 
comparatively strong. Over a long line of 
considerable resistance, apart from the loss 
of current by leakage, the current strength 
is necessarily limited by Ohm's law, so 
that either a very great number of voltaic 
cells have to be employed in the circuit, or 
the click of the sounder will become so 
feeble as to be practically inaudible. In 
order to remedy this defect, instruments 
called relays are employed. 

Telegraphic relays are electromagnets 

129 
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whose armature levers move between 
stops, as in the case of the ordinary 
sounder ; only, instead of being obliged to 
give a distinctly audible blow, they are 
merely employed to open and close a con- 
tact in a local circuit. This is illustrated 
in Fig. 46, where i?, indicates the electro- 
magnet of the relay which is inserted 
instead of the sounder in the main line cir- 
cuit A B. The armature lever X, plays 
between two stops t^, tc^ under the influ- 
ence of electromagnetic attraction and the 
retractile spiral spring. When attracted 
by the electromagnet the lever closes the 
circuit, through the battery ^, called the 
local battery, the stop t^^ and the sounder 
8. It is evident that the movement of the 
relay armature may be so slight and feeble 
as to give comparatively little sound, 
while the movement of the sounder arma- 
ture will have full amplitude and power. 
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being limited only by the strength of the 
local battery and its magnetizing coil. 

A common form of telegraphic relay is 




B 



Fig. 46.— Circuit op Relay and Sounder. 

shown in Fig. 47. The electromagnet 
Mj M, is placed horizontally, and, under 
the control of the screw W^ is advanced 
or retreated from the light armature A^ 
mounted on a vertical lever whose upper 
extremity plays between the stops jf?^ and//. 
The former is insulated, while the latter is 
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uninsulated and connected by an insulated 
wire to the binding post f. The aiiuature 
is normally withdrawn from the poles of 
the electromagnet by the action .of the 
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retractile spring s, under the control of the 
screw 8, for fine adjustment, and also 
under the action of a clamp 6^ on a base 
holding the screw, for coarse adjustment. 
One of the two binding posts connected 
with the coils M, M, \% shown at 7\ 
These binding posts are connected to the 
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main-line circuit. The other pair of bind- 
ing posts ^\ fj are connected to the local 
circuit, which is closed by the lever A. 
The resistance of a relay of this type is 
usually about 150 ohms, but it may be 
wound for any resistance between 50 and 
5,000 ohms, by suitably choosing the size 
of wire. The finer the wire, the greater 
will be the resistance in the relay coils 
but the greater the number of turns 
around the core and the greater the 
M. M. F. which a given current strength 
will produce. Consequently, a very 

feeble current requires a high resistance 
relay in order to develop the necessary 
amount of M. M. F. 

Fig. 48, shows a smaller form of relay 
sometimes called a pony relay. Here the 
magnets M^ are fixed in their frame. The 
instrument therefore differs from that 



134 ELECTRIC TELEGRAPHT. 

shown in Fig. 47, in that here only the 
retractile force is adjustable under the 
influence of the spring .% and its screw S. 
The relative position of the mf^net poles 
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and armature is, however, adjustable as 
well as the amplitude of the motion by the 
screw points/" and /**. T, 2J are the line 
terminals leading to the magnet coils, and 
fi, 4, are tlie local tei-minals leading to the 
front contact p^, and the armature A, 



through the small spiral of copper wire 
at its base. 

Another form of relay diffeiing only in 
details of conatriictioQ from the preceding 



Pig. 49.— Short Coil Relay. 
is shown in Fig. 49. Here the coils are 
shorter and are held in a frame in such a 
manner that their position relatively to the 
armature can be adjusted as in Fig. 47, by 
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the screw W. The tension on the re- 
tractile spring is also adjustable by the 
screw S. T, T, are the main terminals 
and t, t, the local terminals. A third local 
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terminal t^, is in this case provided. It is 
connected to tlie back stop p^, and permits 
the relay to close a local circuit through its 
back contact when desired, in addition to 
the local circnit closed through its front 
contact J}'. 

Fig. 50 shows an office set consisting of 



key, relay, and sounder mounted upon one 
board. Here R, ia the I'elay, S, the 
sounder, aud K, the key. This set is also 
capable of being employed as an automatic 



Fib. 51.— Pocket Relay and Key. 

repeater, an instruraeut which will be 
explained in a subsequent chapter. A 
local batteiy of say two lai^e gravity cells 
is used in connection with such a set. 

A compact set of sounder and key 
adapted foi' cariying in the pocket and 
commonly called a pocket relay is repit- 
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sented in Fig. 51. Here K, is the key 
and A, the armature of the sounder. 

In Fig. 52, the magnets of the relay ai"e 
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enclosed in a wooden box which acts as 
a sounding 1)0X and intensifies the sound 
emitted. By this means, when necessary, 
the message can be read directly from 
the relay. 

The relays we have hitherto <lescribed 
are known as neutral or non-polarized 



relays. In some cases, however, polarized 
relays are employed. A noii- polarized 
relay employs soft iron in the entire 
magnetic circuit, and the normal couditioii 



Fig. 53.— Polarized Relay. 

of all the iron in the relay is unmagnetized 
when no current flows through the coils. 
A polarized relay employs a permanent 
magnet, which gives a permanent mag- 
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netism to some portion of the magnetic 
circuit even wlien no current passes 
througli the coils. A form of polarized 
relay is shown in Fig. 53. The permanent 
bar magnet iV^ S, is bent into the form 
shown. Upon the end iV^ which is say the 
north pole, are mounted the yoke and 
cores of the electromagnet whose coils 
are connected through the terminals 7], T^, 
with the main line. The cores and pole 
pieces of the electromagnet, although of 
soft iron, will, nevertheless, acquire north 
magnetism from their contact with the 
pole JVj or, in other words, the pole 
pieces of the electromagnet form virtually 
one pole of the hard steel permanent 
magnet iNT JS. 

To the other end S, of the permanent 
magnet, is attached a soft iron sti'ip or 
armature mounted on a vertical pivot as 
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shown, so as to be free to play between 
the poles n, n. To the extremity of the 
armature is fastened a tojQgue armed with 




Fig. 54.— Magnetic Circuit op Polarized Relay. 

a contact which plays between the points 
Pi and p^. 



The magnetic circuit of this relay is 
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illustrated diagrammatically in Fig. 54, 
Here the magnetic flux produced by tlie 
permanent magnet passes upward in two 
streams, one through each soft iron magnet 
core, and through the air gap into the 
armature A, thus completing the mag- 
netic circuit. If the armatui^e lies mid- 
way between the pole-pieces n^, %, the 
magnetic flux will divide equally between 
the two paths and the magnetic attraction 
will be equal on both sides of the arma- 
ture, so that the armature will lie in 
neutral equilibrium, and will not pull 
over more to one side than to the other. 
If, however, the armature be set nearer 
to one pole-piece than to the other, the 
air gap on the side toward which it leans 
will be diminished and that on the 
opposite side increased. The result will 
be that a more powerful magnetic flux 
will pass through the shorter air gap, and 



BELAYS. 143 

a less powerful magnetic flux through the 
longer air gap, thus producing a greater 
magnetic attraction on the side of the 
shorter gap. The relative intensity of 
the magnetic pulls on opposite sides can 
be adjusted by the setting of the pole- 
pieces and the adjustment of the contacts. 
In addition to this a feeble spiral spring 
is fastened to the armature and the ten- 
sion on this spring is regulated by the 
screw W, of Fig. 53. When no current 
flows through the line the armature 
tongue will, therefore, lie over upon the 
stop pi. 

As soon as a current flows through the 
coils of the magnet the M. M. F. is in- 
creased by the action of the current in one 
branch of the magnetic circuit, and dimin- 
ished in the other. If the current is in 
the right direction the increased M. M. F. 
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will augment tlie magnetic flux through 
the core ^2, and pole-piece n^j of Fig. 54, 
and will diminish the magnetic flux through 
the core e^, and the pole-piece n^. As a 
consequence, the magnetic attraction be- 
tween the armature and 712, is strengthened, 
while it is weakened between the armature 
and 7^1, so that the balance of forces acting 
upon the armature is upset, and the arma- 
ture moves over until the tongue presses 
against its contact, thereby closing a local 
circuit through a sounder. 

On the cessation of the magnetizing 
current the original distribution of mag- 
netic flux and magnetic attraction is 
restored, so that the armature is once more 
pulled over to the dead or non-contact stop. 
It is evident, therefore, that in the polar- 
ized relay magnetic forces are always 
active upon the armature, but that these 



are altered in magnitude by tbe action of 
the magnetizing current; whereas, in the 
neutral relay no appreciable magnetizing 



Fra. 55.— Polarized Reut. 

forces act when the ciirrent ceases to flow 
through the magnetizing coils. Moreover, 
by reveraing the direction of ciiri'ent 
through a neutral relay the entire magnetic 
flux reverses its direction, so that the north 
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pole becomes the south pole, and vice 
versay without altering the magnetic attrac- 
tion upon the armature; whereas, in the 
polarized relay, reversing the direction of 
current reverses the action of the relay and 
tends to move the armature in the reverse 
direction. Consequently, the direction of 
the current flowing through the line has to 
be taken into account in connecting a 
polarized relay, while it need not be con- 
sidered in connection with a neutral relay. 

Fig. 55, shows another form of polarized 
relay differing only in details of construc- 
tion from that shown in Fig. 53. The 
permanent magnet is here bent into the 
shape of a G. 



CHAPTER VIIL 



LINE CONSTRUCTION. 



Telegraph wires in the open countiy 
are always bare copper oi* iron conductors 
supported on insulators from pole cross 
arms. When crossing rivers, and in the 
streets of large cities, cables of insulated 
wires are frequently employed, while in 
crossing oceans, insulated wires are, of 
course, rendered necessary. Until recent 
times, galvanized iron wire, usually 0.165'' 
in diameter, was almost universally used, 
but lately, hard-drawn copper wire has 
largely replaced iron, owing to its advan- 
tage in conducting power. 

In discussing line construction it will be 
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convenient to commence witli the insulator 
on which the wire is supported, then the 
pin on which the insulator rests, then the 
cross arms which support the pin, and 
finally the pole to which the cross arm is 
attached. 

Insulators are almost invariably made of 
glass, a material of very high insulating 
properties. An insulator consists of an 
inverted cup upon the external surface of 
which runs a groove in which the wire is 
secured, while a thread is formed on the 
inside of the cup to receive the insulator 
pin. 

Two common forms of insulator are 
shown in Fig. 56. They differ only in 
details of form, one having a deeper groove 
in its surface and being called a deep-groove 
iifimlator. The other more nearly resem- 
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bles a bell in shape and is usually called 
the Western Union insidaio}: The thread 



Fio. 6S. — Forms of Glass iNsuLATOita. 

for the pin cast in the inteiior is visible 
through the glass. 

Fig. 57, shows another form of insulator, 
partly in section. It will be seen that it 
has a double petticoat, the second one 
within the flrst. The object of this is to 
provide a longer path between the wire on 
the external surface and the pin in the 
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internal thread. In all cases the leakage" 
which occurs at an insulator from the 
conducting wire to the ground takes place 
almost entirely over the surface of the 



Fia. 57.— Double Petticoat D£EF-6roove Insulatob. 

insulator and not through its substance. 
lu damp weatlier, a film of moisture is 
readily deposited on the surface of the 
glass. This film affords a partially con- 
ducting track over which the electric cur- 
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rent may escape from the wire, especially 
if, as usually happens, the surface of the 
insulator is dusty, so that the film, instead 
of consisting of pure water which is almost 
an insulator, consists of muddy or sooty 
water which is a comparatively good con- 
ductor. The greater the length and the 
narrower this partially conducting film, the 
greater will be its resistance and hence 
the smaller the amount of leakage it will 
permit for a given voltage on the line. 
An additional petticoat placed within the 
insulator lengthens the film of surface and 
improves the insulation. 

While the effect of moisture is to 
cause increased leakage over a telegraphic 
circuit, yet, to a certain extent, it is desir- 
able that insulators be placed where they 
are freely exposed to the rain, since they 
are thus cleansed on their external surface 
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from dust and dirt which otherwise would 
continue to accumulate upon it. For this 
reason, it is undesirable to place insulators 
under covers of any kind. 

Since there are about 40 poles to the 
mile of ordinary telegraph line there are 
40 insulators, and, consequently, 40 inde- 
pendent points where leakage may occur. 
In a line 10 miles long, there will be say 
400 poles, and in a line 100 miles, 4,000 ; 
consequently, as we have already seen, 
the leakage increases with the length of 
line, so that the degree of insulation which 
would be fatally low upon a long line 
becomes a matter of indifference on a very 
short one. 

The insulation of telegraph lines varies 
greatly with the weather and the locality. 
In fine, dry weather, the insulation may be 
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several millions of ohms per mile, that is 
to say, the resistance between the wire 
and ground in the length of one mile may 
average several millions of ohms. In very 
wet weather the insulation may only be 
about one hundred thousand ohms per 
mile, assuming of course that the insula- 
tors are all properly set, and that the wire 
does not pass through trees. Where wires 
come in contact with the cross-arms or 
wet leaves, the leakage may be much 
greater, so that the insulation in wet 
weather may fall to only a few thousand 
ohms per mile. Near the sea, or over salt 
marshes, the insulators are apt to become 
coated with a film of salt, and in this way 
the leakage over them may be compara- 
tively great. Consequently, lines running 
near the sea frequently have a lower insula- 
tion than those which run over dry plains 
in the interior 
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In Europe, where the climate is gener- 
ally much more moist than in the interior 
of the United States, glass insulators are 
never used. Owing to the hygroscopic 
qualities of glass and its tendency to retain 
a superficial film of moisture, glazed por- 
celain or glazed earthenware is invariably 
employed and in a great variety of forms. 
In a few instances oil insulators are used, 
that is to say, the insulator forms a cup for 
the reception of oil. This prevents any 
continuous film of moisture being formed 
between the pin and the external wire, and 
such insulators, if periodically emptied and 
refilled, have a very high insulation. 

A number of European insulators are 
illustrated in Fig. 58. Here the single 
and double petticoat types are represented 
in various forms. A and jB, are oil insula- 
tors. Porcelain insulators are occasionally 
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used on the seacoast in the United States. 
Although they offer a better degree of 
insulation for the wire they are decidedly 
more expensive than glass insulators. 




B 





I 11 cjl. cjl. 



Fig. 58. — Forms op Insulators. 




1 



The insulators are screwed to pins 
which are either supported on a cross arm, 
or against a flat surface, such as the trunk 
of a tree or the side of a pole. Both of 
these forms and their mode of attachment 
are shown in Figs. 59 and 60. A, Fig. 59, 
is the usual pin which fits into the cross- 
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arm, being secured in place in the latter 
by a transversely driven nail. B, is a 
bracket pin ; 6', ie a double or duplex pin 




PiQ BB.— Inhdlator Pinb. 



for supporting two insulators, one at each 
end. This is often employed where two 
wires are led off at right angles. These 
X pins are represented in a cross arm 
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in Fig. 61, together with a dniplex bracket. 
Pins and brackets are usually made of oak 




Fig. 60.— Bracket and Pin Attachments. 



or locust, but any tough wood will answer 
for the purpose. 
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Oi'oss arms are made of various sizes to 
accommodate from two to ten iosiilators ; 
i. e,, 1 to 5 insulators on each side of the 



Pig. 61.— Duplex Pinb a 



pole. Their size will necessarily depend 
upon the weight and number of wires* to 
be supported. Two-wire ctoss arms ai-e 
usually three feet long, and lO-wire cross 
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arms are usually 10 feet long. The dis- 
tance between wires nearest the pole is 
about 15", and between other wires about 
10". The vertical height between cross 
arms is usually 20". Cross arms are 




Fig. 62. — Four-Pin Cross Arm. 

usually constructed of yellow pine and are 
preferably slightly rounded at the top to 
shed water and snow. A form of cross 
arm with holes drilled in it for the recep- 
tion of four pins is seen in Fig. 62. Cross 
arms are usually secured to the pole by 
carriage bolts with washers, and sometimes 
supported by a pair of braces called cross- 
arm braces. 

Where it is important to prevent a wire 
from falling off a cross arm in the event of 
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its becoming disengaged from its insulator, 
a line-wire guard arm is employed either 
straight or curved. Such a guard arm is 
seen in Fig. 63. 



Pig. 68.— Line- Wire Guard Arms. 

Poles are usually of wood and vary from 
25 feet to 125 feet in length. They are 
set at from 25 to 40 per mile in the coun- 
try and from 40 to 50 per mile in towns. 
Poles are cut from entire trees and should 
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always be selected from well-seasoned 
lumber. 

In order to avoid the decay which, as is 
well known, attends timber that is partly 
buried in the ground, it is customary to 
subject the poles to some preservative proc- 
ess, either throughout their entire length, 
or only in that part which is buried in the 
ground. In this country the processes most 
frequently resorted to are creosoting and 
vulcanizing. In creosoting, the sap of the 
wood is first removed by subjecting the 
poles to the action of a vacuum in a closed 
iron chamber. Steam is then admitted 
into the chamber and allowed to permeate 
the substance of the wood. Creosote, or 
petroleum then follows, under a pressure 
of about 250 pounds per square inch. 
This process not only serves to remove the 
sap and replace it by creosote, but also 
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effectually to destroy the germs of plant or 
animal life which otherwise would injure 
the fibre of the w^ood. 

In vulcanizing, the poles are subjected 
to a dry heat for several hours by which 
means the sap is chemically altered, and a 
preservative substance is produced in its 
place. The butt ends of poles are some- 
times charred and tarred. 

In addition to the above processes, the 
following preservative processes are some- 
times adopted in Europe ; namely, hiir- 
netizing^ or introducing chloride of zinc 
into the pores of the wood ; hyanizing^ or 
similarly introducing mercuric chloride, 
and houcheriziifig ^ or similarly introducing 
copper sulphate. 

Telegraph poles are buried from 6 to 10 
feet in the ground, the depth depending on 
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the size of the pole and the nature of the 
soil. In digging the hole care has to be 



f I 



Fig. 64.— Digging Toolb. 



taken to disturb as little ground as possi- 
ble. With this object in view special 
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tools are employed. These are shown in 
Fig. 64. .4, is a shovel with a long handle. 
By is a spoon for removing the soil. Cy an 
auger driven into the ground by a handle 
passed through the hole in the head. In 
using these tools the auger is first inserted 
vertically in the ground, and the loose soil 
which is thrown up around it, is removed 
by the spoon. The use of the auger is 
advantageous in avoiding disturbance to 
the ground in the vicinity. Z>, is a tam'p- 
ing tool which is employed for pounding 
or ramming the soil around the base of the 
pole after insertion. E, is a drill bar for 
breaking up heavy ground. 

When the hole is prepared, the pole with 
its attached cross arms is lifted with the 
aid of the tools represented in Fig. 65. 
^, is a canting hook ; ^, is a " dead man " 
or elevating hook, and C^ is a pike. B and 
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(7, are for supporting and lifting the pole 
into position while A, is for rotating the 
pole about its own axis. 

ABC 




Fig. 65.— Tools for Handling Polbs. 

After the poles are in position and the 
earth securely tamped around them, the 
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pixjcess of stringing the wire commences, 
A single wire is can'ied over a bracket 
neai" the top of the pole, as shown in Fig. 
66 ; or, an insulator is mounted on the top 



Fig. 66. — Single Bracket. 

of the pole as shown in Fig. 67. The wire 
is laid in a roll upon a suitable frame or 
reel as shown in Fig. 68, and made fast to 
the insulators by binding wire. The wire 
is first laid in the insulator gi-oove, and the 
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binding wire is wrapped tightly around it, 
then around the insulator and then around 
the wire again on the other side. The 




n 



Fig. 67.— Pole and Cross Arm. 



finished binding is represented in Fig. 69. 
In tying in iron wire, a smaller iron tie wire 
is used. In tying in copper wire a smaller 
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copper wire is used. The wire is drawn 
up to the I'equired tension by the lineman 



Fia. 68.— Baubow Reel. 

at the next pole and then tied to the in- 
sulator on that pole in the same manner. 




In order to join two lengths of wire, 
their ends are gripped firmly side by side, 
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and each is twisted around the other 
several times. The resulting joint is 
shown in Fig. 70. The joint so made 
should always be soldered so as to provide 
a complete metallic path from one wire to 



Fig. 70.— American Tblbgbafh Joint. 

the other* If the soldering is not per- 
formed, the connection between the two 
wires will be made through their points of 
contact only, and since their surface is apt 
to become oxidized, and, since oxides have 
very great resistance in comparison with 
metals, the resistance of unsoldered joints 
may become very considerable. In Great 
Britain a joint is employed called the 
Britannia joint. In this joint the two 
ends are laid side by side for a couple 
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of inches and wrapped together by a 
smaller binding wire. The entire joint is 
then soldered. This joint is represented 
in Fig. 71. 





Fig. 71. — Britannia Telegraphic Joint. 

When a joint has to be made between 
two ends which are already fastened to 
insulators, it is necessary to strain the wire 




Fig. 72.— Wire Clamp. 



up to the right tension before the joint is 
made. This is accomplished by clamping 
each end of the wire in a clamp such as 
that shown in Fig. 72. The steel plate Ay 
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carries a projection Q^ and an arm D^ ro- 
tating upon a pin and with a serrated 
edge. The wire is admitted between C 




Pig. 73.— Clamps and Tackle. 

and Z>, and clamped by pulling upon the 
arm D, towards A. A pair of these 
clamps are held together by the aid of a 
tackle as shown in Fig. 73, until the right 




Fig. 74. — Joint Between Clamps and Tackle. 

tension is secured, when the ends are cut 
off at the right point and jointed together 
as shown in Fig. 74. 
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In some places iron poles are employed. 
These are more expensive than wooden 




Fig. 75.— Wrought-Iron Polb. 

poles, but are more sightly and more dur- 
able. A foiTO of wrought-iron pole is 
represented in Fig. 75. 
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For climbing wooden poles the lineman 
is provided with a pair of poh climbers or 
spurs^ which are secured on the inner side 
of the leg. The base of the spur goes 




Fig. 76.— Pole Climber. 

under the foot while the upright is 
strapped to the leg. A climber is repre- 
sented in Fig. 76. The frequent use of 
climbers is apt to disfigure a pole, since it 
leaves in the surface an impression at each 
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8tep. To avoid this in the case of large 
poles in cities, or of poles which it is neces- 
sary to ascend frequently, pole steps are 
provided by screwing heavy pins in the 
pole on opposite sides at suitable success- 
ive elevations. 

Where wires have to pass across the 
roofs of houses, special supports have to be 
employed. A flat roof support and pole 
suitable for carrying nine wires is shown 
in Fig. 77. Where a single wire has to 
cross a wall or flat roof, the simple struc- 
ture of Fig. 78, is often found convenient, 
and when a single wire passes over a roof, 
a rigid roof support of the type shown in 
Fig. 79, is frequently employed. 

The size of iron wire varies from 0.204" 
diameter for veiy long lines, where low 
resistance is important, to 0.083" for very 
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Pro. 77.— Pole and Crobs Ark. 
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short wares, where the resistance per mile 
is of little or no consequence. In hard- 
drawn copper wire the usual size is 0.120" 




Fig. 78.— Tripod Support. 



weighing 210 pounds per mile, and having 
a resistance of 4.3 ohms per mile at 68° F. 
The breaking stress of this wire is about 
750 pounds weight, or, in other words, this 
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wire should support vertically a length of 
3.6 miles without breaking. Copper wire 
is considerably weaker than iron wire of 
the same diameter, but copper wire may be 




Pig. 79.— Ridge Roop Support. 

much smaller and lighter than iron wire of 
the same resistance. 

In large cities telegraph conductors are 
generally laid underground. Wires in- 
tended to be laid underground are first 
separately insulated and laid up into a cable 
which is covered externally by layers of 
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tape or jute and sometimes of lead. These 
cables may contain a number of conductore 
not usually exceeding 50. Fig. 80, repre- 
sents the appearance of one of these cables. 
One wire in each layer is covered in such 



Pio. 80.— UsDERGRonND Teleokaphic Cable. 

a manner as to be conspicuous or to form 
a marked wire in order to facilitate the 
numbering of the wires. 

Cables are drawn into conduits which 
are commonly formed of iron pipes laid in 
cement and opening into manholes about 
200 feet apart, so that 200 feet lengths of 
cable are drawn in and joined successively 
at the manholes. 
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LINE CONNECTIONS. 



Having now described the construction 
of a telegraphic line, we will consider the 
connections that are made to the tele- 
graphic line wires or conductors on enter- 
ing and leaving an office. On entering 
the office, the line wire is connected to a 
lightning arrester. This is rendered neces- 
sary by the fact that a long line of over- 
head bare wire is liable to disturbance 
from lightning discharges. It is not 
necessary that a lightning flash shall actu- 
ally strike the telegraph line in order to 
damage some of the instruments connected 
to it. It may happen that inductive dis- 
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turbances, produced by a flash of lightning 
in the neighborhood, may be sufficiently 
severe to cause a very brief but powerful 
electric current to pass through the coils 
of wire on the diflFerent apparatus, and 
destroy them either by directly melting 
them, or by puncturing a passage through 
them. In the same way, the operator 
handling the telegraph instruments is 
liable to receive a severe or even danger- 
ous shock if steps are not taken to provide 
against the danger. 

Whether a discharge from the telegraph 
line is due to a direct lightning flash, or 
to an inductive disturbance of lightning, 
the line receives, momentarily, an exceed- 
ingly high voltage. This voltage is de- 
veloped in the line so suddenly that a 
brief but appreciable interval must elapse 
before it can send a powerful current to 
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the ground, or to neighboring conductors 
through the coils of wire wound upon the 
telegraphic instruments. In other words, 
the coils of wire offer a temporary resist- 
ance far greater than their ohmic resist- 
ance as measured with steady currents in 
ohms, owing to the enormous suddenness of 
the discharges. This apparent resistance 
is called the impedance. The impedance 
of the coils of wire wound on magnet 
cores may be hundreds of times as great 
as their steady current resistance. A very 
feeble current, therefore, passing through 
such a high impedance, as is temporarily 
developed in the magnet coils, requires a 
very great voltage to produce it, and this 
voltage may be sufficient to cause a spark 
to pass across a narrow air-gap. 

If two metallic points, brought to face 
each other on insulating terminals, are 
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separated by a very narrow air-gap, so 
that the points almost touch, the resistance 
of the film of air between them will be 
infinitely great so far as any measurements 
can be made with an ordinary voltaic 
battery. If, however, a sufficient volt- 
age, say 300 volts, be connected to the 
two terminals, the film of air will hreah 
dmoUj or will be unable to support elect/ro- 
static stress exerted across it, and a dis- 
charge will take place in the form of a 
spark. In the case of a lightning dis- 
charge, the spark will be momentary; in 
the case of a dynamo, the discharge may 
form an arc, which may be maintained by 
the E. M. F. of the dynamo. 

A lightning arrester embodying the pre- 
ceding principle is shown in Fig. 81. 
Here three strips of brass Ay B and (7, 
are supported by screws upon an insulat- 
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ing base in such a manner that their ser- 
rated edges are parallel and separated by 



— SiW-ToOTH LlQHTHING ArRESTBB. 



minute air spaces. A, is connected to one 
line Lj, and C, to another line -Lg, which 
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form the incoming and outgoing wires of 
the circuit. j5, is connected to ground by 
the wire G. a and ^, are wires leading 
from plates A and C^ to the relay or other 
office instrument. The impedance of 
these instruments to a sudden lightning 
discharge, is so great that the voltage 
between the plate B^ and the plates A and 
(7, rises to the point at which a spark dis- 
charge will take place, so that the dis- 
charge passes almost entirely through the 
air-gap instead of passing through the 
coils of the instrument. 

In some lightning arresters the lines and 
the ground are opposed to each other, not 
through a single row of points, but through 
a series of serrations of metallic points. 
An example of this form of arrester is 
shown in Fig. 82. Here a plate P, is con- 
nected to ground through the terminal G^ 
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while Z, a and Xj c, are two plates sepa- 
rated a slight distance beneath the plate 
P, and connected by terminals L-^ and i^, 
with the incoming and outgoing line wires, 
Li U 



Fig. 83.— Liohtnino Abrkbtbh. 

while a and c, are terminals connected to 
the office instruments. 

Instead of a thin film of air between 
the line plates, a thin film of other non- 
conductor, auch as paraffined paper, is 
sometimes employed. A lightning ar- 
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Tester based on this principle is shown in 
Fig. 83. Two plates provided with tei-mi- 
nals -£„ Xa, stand upon an insulating base. 
A brass screw clamp (7, is pranged to 
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press a film of paraffined paper upon the 
surfaces of the plates i„ Xg, while the 
clamp is connected through its central 
screw pin with a grounded terminal G. 
The terminals ij and ij, are connected by 
tap wires to the two lines entering an 
office. Should the pressure rise momen- 
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tarily to that required to pierce the film of 
paper on either side, the discharge will pass 
through the puncture and not through the 
instruments connected between L^ and Xg. 

In cities where telegraph lines are apt to 
come in contact with electric-light wires, 
and thereby become charged with high 
pressures which are sustained, and not 
momentary as in the case -of lightning, it 
has been found necessary to provide some 
means for arresting an unduly powerful cur- 
rent from entering and damaging the appa- 
ratus. In some cases the line circuit is led 
through B.fuse wire or safety-fuse ; i. e.y a 
fine wire of lead or other alloy, which will 
melt as soon as the current strength is 
sufficiently increased above the normal 
working current to endanger the appa- 
ratus. When the wire melts, the circuit 
is interrupted. 
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As fuse wires for telegraphic lines have 
to be very fine and are delicate to handle, 
in order to melt at a sufficiently small 
current strength, a magTietic protector 
is often employed. A protector of this 
type is represented in Fig. 84. The line 




Fig. 84.— Magnetic Pbotectok. 



wire is connected to the terminal X, and 
passes through the metallic arm A^ to the 
metallic hook A, and thence through the 
coil of the electromagnet M^ whence it 
passes to the apparatus through the ter- 
minal m. If the current strength passing 
through this circuit exceeds a certain safe 
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limiting amount, the magnet M^ becomes 
sufficiently powerfully magnetized to 
attract its armature a, against the tension 
of the spiral spring ,5. This releases the 
hook A, and allows the arm A^ to fly back 
under the action of the spiral spring 8. 
The circuit is, therefore, interrupted, and 
the distance, to which the arm Ay suddenly 
flies back, is so great that no arc can be 
maintained. 

Before reaching the apparatus, the lines 
in the office are connected to a switchboard^ 
except in some cases, where only a single 
circuit enters the office. The object of the 
switchboard is to facilitate connections 
between the lines and the instruments. A 
simple form of switchboard combined with 
lightning arrester is represented in Fig. 85. 
Here two brass strips are mounted upon a 
wooden board, which is usually fixed in a 
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vertical position upon the office wall. The 
terminals Z, and L^ I'eceive the incoming 
Lx La. 



and outgoing line wires. Upon the strips is 
mounted the jUm, lightning aiTeSter H, con- 
nected to ground through the terminal A, 
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and in connection with the circular brass 
piece a. Terminals B and O^ are con- 
nected to the small circular brass pieces, 
b and Cj and are connected by wires to the 
office relay. Plugs P, which are kept 
when out of use in holes on the left hand, 
are inserted in the proper holes between 
the brass strips and the central circular 
pieces. If inserted in the hole ^, the two 
lines Xi, Zg, are directly connected. By 
inserting a plug in one or other of the 
holes beside the piece a^ one or other of 
these lines is grounded. By inserting two 
plugs in a diagonal pair of holes beside 
b and c?, the relay of the office is connected 
between the two lines through the ter- 
minals B and O. The pin plug employed 
in such a switchboard is represented in 
Fig. 86. It consists of a brass pin, 
slotted to ensure elasticity, and with a hard 
rubber milled head. 
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The connections of a way office with a 
switchboard similar to the above are repre- 




FiG. 86— Pin Plug. 



sented in Fig. 87. Here three stations are 
shown A, £, and C A and O, are the 




Fig. 87.— Way Office Connections. 

terminal stations, with line batteries 1^, 
1^, keys ITiy and ^3, and relays H^, and 
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-ffg. By is the way station with the lines 
entering at terminals a and h. Cy is the 
lightning arrester connected to gi'ound Gc^. 
By inserting plugs in the holes d and e^ the 
incoming current from A^ passes to a, 
plug Bj the key Kc^ the coils of the relay 
jRjj, plug dj strap ft, and out to the line. 
The local circuit of the relay includes the 
local battery Jj, and the sounder 8. 

A simple form of cut-out a/pparatus for a 
way office on a single wire is shown in 
Fig. 88. Here the line wires are brought 
to the terminals Zj and L^. Zj, is con- 
nected with a vertical pin B^ fixed in the 
wooden base. Xg, is connected with a 
metallic spring A^ which carries a pin C^ at 
its free extremity. In the position shown, 
the tension of the spring A^ adjusted 
by the screw 8^ forces the pin (7, 
against the fixed pin B^ and thereby 
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connects the lines X,, L^. The insertion 
of a plug, however, such as shown in Fig. 
89, between the two pins, causes the 



Fia. 88.— Way Ofttck Cut-Odt, 

movable pin C, to press against the o-side 
of the plug and the fixed pin B, against 
the i-aide of the plug. These sides are 
connected with the Moi-se relay of the 
office by wires whose ends are clamped 
under the screws B and O. The insertion 
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of the plug, therefore, interposes the 
Morse relay between the two terminals 
Z, and L^ ; and, consequently, in the line 



Fio. 89.— SQ0AKE Double Plug. 

circuit. The withdrawal of the plug 
removes the relay and directly connects 
the lines. 

"When a temporary station has to be set 
up in an emergency along a line of tele- 
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graph, the device shown in Fig. 90, is some- 
times employed. The two clamps A and 
S^ are securely fastened to the line con- 
ductor at the point selected for the station. 



Fio. 90,— Line Tapping Claaip. 

The wire is then cut by a file or hand saw 
between the two clamps. This discon- 
nects the line and opeus the circuit, since 
the two clamps are insulated from each 
other, but the line wire is mechanically 
held in position. The metal bridge 6* 
maintains connection between the two 
clamps until the Moree relay and key of 
the station are connected between the 
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binding screws a and h. The bridge Oj is 
then withdrawn, thereby throwing the 
relay into the circuit. On removing the 
station, the clamp is left bridged across 
until such time as the lineman can remove 
it and rejoint the wire. 

A switchboard arranged for three sepa- 
rate lines incoming and outgoing from a 
way station, is represented in Fig. 91. 
Here the lines are connected to the ter- 
minals, ay h; Cj d; e^ /, connected with 
the strips and lightning arrester as before. 
All the circular pieces in one horizontal 
row are connected to one terminal, as at ^, 
so that the terminals I and m, are con- 
nected to the lowest pair of circular pieces 
between each pair of strips. By this 
means a pair of pin plugs can be inserted 
in any diagonally adjacent pair of holes, so 
as to bring the instrument of a given pair 
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of tenninals, in connection with a given 
pair of lines. For example, by inserting 
plugs in tlie intersections e and I, and 
/ and m, the instrument belonging to the 

A b c d e f 



Fig. 91,— Thrbe-Cibcdit Way Switchboabd, 

local connection I m, is inserted in the line 
ef. Under ordinary conditions it is cus- 
tomary to have the board so wired that 
the plugs are normally inserted in a 
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diaoronal line across the board, thus con- 
necting lines a J, to instrument g A, lines 
G d^ to instrument j hj and lines ef^ to 
instrument I m. Gj Gj are the ground ter- 
minals for the top circular pieces and 
lightning arrester pins. There are, how- 
ever, several ways to connect switchboards 
other than that here described. For 
example, in terminal offices the horizontal 
rows may be connected with batteries so 
that any desired battery power may be 
plugged into any given line. 

Fig. 92, shows a fourteen-st/ra/p switchr 
hoard which may be employed for 7 lines 
at a way station, and could be made to 
accommodate 14 lines by suitable connec- 
tions. Here, as before, all the circular 
pieces are connected together in horizontal 
rows with a terminal on the left-hand side, 
so that the pin plugs may establish ecu- 
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Dection between any horizontal row and 
any vertical strap. In some methods of 
connection a double plug is inserted in one 



Fio. 93.— Fourtken-Strap Switchboakd. 

hole in a similar manner to the double 
plug of Fig. 89. A double plug for such 
purposes is represented in Fig. 93. 
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When a switchboard is employed at a 
terminal office for battery connection with 
the lines, a spriTig-jack hoard is often used 
in connection with it for establishing the 
connection of instruments with the circuits, 




Fig. 93.— Double Plug. 

each line wire then passes from the verti- 
cal strap to one spring-jack, which differs 
only in details of construction from the 
cut-out represented in Fig. 88. A set of 
six spring-jacks is shown in Fig. 94. Each 
jack has two terminals in a line of twelve 
at the back. A plug of peculiar shape 
with a cord attached to it can be inserted 
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iu any apring-jack which is not already 
occupied. The act of insertiou raises a 
epriDg level', thereby breaking metallic 
connection between the jaws of the jack, 



Fis. 94.— Spbing-Jack Boabd. 

except through the instruments which are 
connected between the sides of the plug 
through the flexible coid. This method 
of connection is diagrammatically repre- 
sented in Fig. 95. It will thus be seen 
that one relay and soimdei' may be con- 
nected at will in any of the six circuits 
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connected with the board. When the 
plug^' J, is withdrawn the jack J, rests in 
contact with the base B^ under the influ- 
ence of the spiral spring P. 




Fig. 95.— Diagram of Spring-Jack Connections. 



Ground connections are usually effected 
in cities by connecting the ground wire to 
the water pipes. In some cases the gas 
pipes are employed, but there is more 
liability to find a faulty ground connection 
in a house on the gas pipes than on the 
water pipes, since the gas-pipe joints are 
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often red-leaded, and may offer a compara- 
tively high resistance path. In the 
absence of water pipes, a copper plate, 
buried in the ground, deep enough to reach 
permanently moist soil, is usually suffi- 
cient ; or, a plate may be thrown down a 
well with a wire attached to it. 



CHAPTER X. 



REPEATERS. 



There is no difficulty in directly oper- 
ating a telegraphic line of 300 miles 
or less, if the line is fairly well in- 
sulated and there are not too many 
offices connected in the circuit. The 
difficulty arising from the number of 
offices usually settles itself, since the 
traffic cannot be handled without great 
delay when the number of offices is too 
great ; and, consequently, it becomes neces- 
sary to employ more wires and divide 
the offices among them. As, however, 
the length of a single line increases, the 
difficulties with leakage and retardation 

805 
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increase, until the speed and certainty 
of signalling are largely reduced. 

The greatest length of line which it is 
customary to operate directly in one cir- 
cuit is 600 miles, and this with large and 
comparatively good conducting wires. 
When lines of considerable length have 
to be operated, the principle of the relay 
has been extended from repeating into 
a local circuit to repeating into a second 
section, or prolongation of the main-line 
circuit. The theoretical connections neces- 
sary for one line to repeat into another 
line are represented in Fig. 96. Here the 
signals received on the relay R^ over the 
incoming line A B, are repeated by the 
tongue of the relay, into the outgoing 
line B 6> through the relay B'. By this 
means a line of 800 miles in length is 
broken up into two sections of say 400 
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miles each, the signals being thereby 
greatly improved. Although the connec- 
tions are evident and simple for repeating 



A->- 




■>c 
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Fig. 96.— Diagram of Simple Repbateb. 

in one direction as shown in Fig. 96 ; yet 
when, as in practice, it is necessary to re- 
peat in either direction, some complexity 
is introduced into the connections. The 
simplest form of repeater is called the 
button repeater J because it is operated by a 
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button or switch at the repeating station 
under the manual control of an operator. 
The connections for a particular form of 
button repeater are shown in Fig. 97. 




B 



Fig. 97.— Button Repeater Connections. 

Here A^ and B, are the lines leading to dis- 
tant stations A, and By respectively. In 
addition to the relay, sounder, and main- 
line battery in each circuit, the switch H^ 
is added. This switch has three positions 
a, b and c. In the central position, as 
indicated in full lines, the two circuits are 
independent of each other when the small 
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switcli Sy is closed. Thus the ^-circuit 
is grounded through H^, E^^ the strip c, the 
switch handle Hj and the auxiliary switch 
s. The ^-circuit is similarly grounded. 
When the auxiliary switch s, is opened, 
the lines are directly connected via R^ E^ 
c H E^R^ and B. When A^ desires to 
repeat to j5, 5, is closed and H^ is turned 
to c. The ^-circuit is then grounded 
through R^ E^ H and s. The movements 
of the armature of the relay R^^ are 
repeated by the armature lever of the 
sounder 81, and thence into the ^-circuit 
through Rc^E^H 8 and G. As soon as 
the operator hears that -4, has finished 
sending and that jB, is about to reply, he 
turns the handle H^ to a. This grounds 
the ^-circuit at the battery E^^ and enables 
the sounder 8^^ to repeat B^s signals into the 
^-circuit through R^ E^ a Hs and G. Fig. 
98, shows the repeating switch or button. 
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By examining the operation of the appa- 
ratus it will be found that the function of 
the switch is to prevent the sounder on 
the outgoing side from breaking the cir- 




FiG. 98.— Repeating Switch. 



cuit on the incoming side. This is sub- 
stantially the problem with which all re- 
peaters have to deal. 

In practice it would be very expensive 
to maintain the services of an operator 
listening to the transmission over a repeater 
merely for the purpose of turning the re- 
peating switch when the direction of trans- 
mission changes. In order to obviate this 
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difficulty, various forms of automatic re- 
peaters have been devised. The object of 
these repeaters is almost invariably the 
same ; namely, to keep the transmitting 
lever on the outgoing side from opening 
the circuit on the incoming side, but the 
principles which are involved and the 
details of construction differ considerably 
in different repeaters. Space will prevent 
our examining more than one automatic 
repeater which is in fairly extensive use. 
It is represented diagrammatically in Fig. 
99. 

In this repeater the relays M^ and M^ 
are provided with additional or extra 
magnets marked r^ and r^y whose levers 
press against the main levers in such a 
manner that when the working current is 
cut off the working winding, the spring of 
the extra magnet closes the local contact, 
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against the tension of its spring, so that in 
order that the relay should open its local 
circuit at the local contact, it is necessary 
that the current should be cut off its main- 




C33 (XI 

Fig. 99.— Milliken's Automatic Repeater. 

line circuit and the current should be pass- 
ing through the local circuit of the extra 
magnet. The sounders are provided with 
two contacts, one, for the local circuit of 
the opposite extra magnet, and the other, 
for the closing of the opposite main-line 
circuit. When one of these sounders 
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opens, its local contact is always broken 
very shortly before -the main-line contact 
is broken, while in closing, the opposite 
takes place. If ^4, is sending a message to 
C^ through the repeater at .5, the incoming 
signals will be repeated by the tongue of 
relay i?i. This operates the sounder /Si, 
which in its turn repeats the signals into 
the C^-circuit. The repetition of these 
outgoing signals in the relay ^g, would 
cause the circuit on the incoming side to 
open at its local contact, if the extra mag- 
net ^2? were not coincidently demagnetized 
by the action of the repeating sounder 8^ 
opening the circuit. Consequently, the 
outgoing signals are unable to distui'b the 
line on the incoming side. 

Fig. 100, shows a Milliken repeating 
relay. Here M^ are the main-line magnets, 
with the main retractile spring 8 and E^ 
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the extra or local magnets with the extra 
retractile spring s. The connection of the 
apparatus will be readily followed from an 
examination of the preceding figure. 

The greatest length of circuit usually 
operated out of New York city, by re- 
peaters, is to Galveston, Tex., a total 
length of line of 1,800 miles, through three 
repeaters, but it is possible to thus operate 
from New York to San Francisco, or even 
for a greater distance, as many as six 
repeaters being sometimes employed on 
one line. 



CHAPTER XL 

HIGH-SPEED TELEGRAPHY. 

The ordinary Morse apparatus, in which 
hand signalling is employed, is capable of 
dealing with telegraphic traffic up to a 
certain number of messages per hour, 
depending upon the speed of transmission, 
which, as we have seen, under practical 
conditions, is limited to about thirty words 
per minute. When the traffic between 
two cities exceeds what can be handled in 
this way on a single wire, it is necessary to 
adopt one of the following plans ; viz., to 
employ more wires, equipping each with 
Morse apparatus; to resort to machine 
transmission instead oi hand transmission ; 

316 
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or to adopt some form of multiplex trans- 
mission, whereby more than a single mes- 
sage can be simultaneously sent over a 
single line conductor. 

The usual plan for transmitting a large 
amount of traffic in one direction over a 
single wire, as, for example, newspaper 
reports, is first to prepare the message for 
automatic or machine transmission. This 
is effected by perforating a long band of 
paper with a series of holes separated by 
spaces corresponding to the signals in dots 
and dashes. This work is carried out by 
hand, but the speed of the system is not 
limited to that of a single perforator, since, 
in a long message, several perforators may 
prepare different portions of the message 
on separate bands of paper, so that if 
each operator can perforate at 30 words a 
minute, five operators can perforate at an 
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a^regate equivalent speed of 150 words 
per minute. A perforator for machine 



Fig. 101,— Pereokator for Machine Tblkgraphy. 

telegraphy is represented in Fig. 101. 
A, B and (7, are three keys, A^ mailcing 
dots ; 65 dashes, and B, the intervening 
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spaces. The paper band D D^ is driven for- 
ward from right to left during the operation 
of punching, and is shown in the figure as 
having moved to the left with three lines 
of holes punched through it. The middle 
line is a series of guide holes by which the 
band of paper is fed through both the per- 
forator and the transmitting machine, while 
the outside lines of holes determine the sig- 
nals. A dot is formed by a pair of outside 
holes abreast ; a dash is formed by a diag- 
onal pair of outside holes. The spaces are 
represented by spaces between the dots 
and dashes on the paper. The keys are 
struck by the operator with a light mallet ; 
or, in' some cases, pneumatic keys are 
employed, the blow being struck by pistons 
whose valves are controlled by the hand- 
operated keys. 

The punched slip of paper is then taken 
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to the machine transmitter represented in 
Fig. 102, and is wound upon the reel W. 
The instrument is driven by clockwork, 



Via. 103.— Wheatstonb Tkansmittbb, 

propelled by weights suspended on the 
chains C, and wound up by the handle K. 
The speed of the clockwork and, therefore, 
the speed of transmission, is regulated by 



HIGH-SPEED TELEGRAPHY. 221 

the handle H^ capable of being moved 
over the sector shown. The slip of paper 
is then passed underneath the small roller 
on the platform, and this roller, being 
caused to revolve rapidly by the clock- 
work, drives forward the paper at a speed 
which may represent 100, 200 or even 400 
words per minute. As the roller revolves, 
a pair of needles, visible through the glass 
front, are kept oscillating under the plat- 
form and tend to force their way through 
the paper. Where a hole has been punched, 
the needle, rising to the surface of the plat- 
form, can pass through it, but where no 
hole has been punched, the needle is ar- 
rested in its upward movement by the paper 
band. Whenever a needle succeeds in pass- 
ing up through the platform ; L e.j when- 
ever a hole passes over a needle, the effect 
of the needle's elevation is to send an elec- 
tric current to line by a contact which is 
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effected at the full stroke of the needle. 
These currents are, therefore, transmitted 
to the line in their right order and arrange- 
ment to constitute signals, with a speed 
which is determined by the rate of the 
driving of the clockwork. 

At the distant end of the line the cur- 
rents are received by a form of polaiized 
relay of great sensitiveness, adapted to 
extremely rapid vibration. The closing of 
the local circuit by the tongue of the relay 
actuates a magnet which causes an inked 
roller to be lifted against the surface of a 
rapidly moving band of paper. A very 
brief impulse to the roller makes a dot 
upon the moving paper, while a more pro- 
longed elevation produces a dash. Fig. 
103, shows a Wheatstone automatic re- 
ceiver, which is driven by clockwork, by 
means of descending weights supported on 
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chains G, as before, at a speed which is 
regulated by the handle H. B D, is the 



—Wheatstone Receiver. 



band of paper, which is coiled away in the 
base of the instmnient, and which receives 
the ink markings. 
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The Wheatstone automatic apparatus 
is of great service in handling heavy traf- 
fic. Between Chicago and San Francisco 
a speed of about 110 words per minute is 
obtained, while between Chicago and New 
York about 190 words per minute. 

Before proceeding to consider the high 
speed which can be attained in telegraphy 
on a given circuit, it will be desirable to 
examine into the general nature of the 
transmission of electric currents along a 
conductor, so far as these can yet be said to 
be understood. It is a curious fact that 
the popular belief concerning the transmis- 
sion of an electric current through a con- 
ducting wire, a belief which has been held 
until recent years by the most advanced 
exponents of electrical knowledge, appears, 
in the light of recent researches, to be 
erroneous. According to the old idea, an 
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electric current is something which is 
poured through a conducting wire like 
water through a pipe, and is prevented 
from flowing through the regions surround- 
ing the wire, by reason of the insulator 
surrounding the conductor, and in truth 
this simile, as we have already seen, is a 
convenient one for many purposes ; but, as a 
matter of fact, it would appear that when 
a current is said to flow through a wire, it 
really flows through the insulating medium 
surrounding the wire, and the only place 
where it does not flow is through the sub- 
stance of the wire. In other words, it 
flows, in the region where it is usually con- 
sidered not to flow, and does not flow, in 
the region where it has usually been con- 
sidered to flow. 

If we take an E. M. R, from a battery 
or dynamo, and connect it to an overhead 
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wire, say a few feet in length, as repre- 
sented by the wire B C\ in Fig. 104, and 
ground the terminal A^ of the battery, 
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Fig. 104.— Electrostatic Flux Surrounding a Short 
Open-Cikcuited Insulated Wire. 

there will be a difference of electric 
potential, or an E. M. F., of say 100 volts, 
between the wire and the ground, which 
for convenience may be considered as a 
conducting level surface, such as the sur- 
face of water. The electrification of the 
short wire with respect to the ground can 
be experimentally manifested in a variety 
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of ways. For example, if a sufficiently deli- 
cate electrostatic indicator or electrometer ^ 
be brought underneath the wire to some 
point, say E^ the indicator will show the 
presence of a disturbing electric force at 
that point. In fact, if the E. M. F. of the 
battery, instead of being only 100 volts, were 
very much greater, say 500,000 volts, a pith 
ball or light shred of paper, constituting a 
comparatively rough electrostatic voltmeter, 
suspended at the end of a silk string and 
brought to the point ^, would be visibly 
attracted toward the wire. This attraction 
is believed to be due to the presence in 
the air at E^ of an electrostatic influence, 
called electrostatic JlicXj emsinsitmg from the 
electric charge on the wire and terminat- 
ing upon the conducting surface of the 
ground. This flux, which is invisible to the 
eye, invariably exists in the Space sur- 
rounding an electric charge. It resides in 
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the non-conducting materials, such as air, 
wood, rubber, glass, etc., in the vicinity of 
the charged conductor. 

Excluding the distribution at the 
extremities of the wire, the flux pathsj or 
the courses followed from point to point by 
the electrostatic flux, are roughly indicated 
by the arrows in Fig. 104, 7^ showing a 
side view, and G^ a transverse view of the 
wire B O. The flux becomes feebler as 
we depart from the wire, especially in 
regions above the wire. So long as the 
wire remains insulated, the electrostatic 
flux remains fixed in the intervening 
space between the wire and ground. 
In other words, the wire is charged to a 
pressure of 100 volts and the electric 
charge endeavoring to escape from the 
wire to tKe ground under that pressure 
is retained in position by the insulator; 
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namely, the air through which the flux 
passes. 

If we connect a long insulated wire, say 
100 miles in length, to the ends of the wire 
at C^ as represented in Fig. 105, the 

NEW YORK TO PHILADELPHIA 
B F 
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Fig. 105. — Movement op Electrostatic Flux. 

electrostatic flux, which was impressed 
upon the surface of the wire B (7, Fig. 
104, as soon as the connection is made at 
65 commences to rush toward the distant 
end, with the velocity of light; namely, 
with a speed of roughly 186,000 miles per 
second. If the wire oilered no electric 
resistance, the electrostatic flux would 
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actually reach the distant end at this 
speed, and would only cease to move when 
the insulated end had attained its charge, 
just as at the insulated end in Fig. 104. 
The movement of flux, while it lasts, 
constitutes an electric current, and elec- 
tricity ; i. e.y electrostatic flux, will have to 
be supplied from the battery in order to 
sustain this current. 

If the wire instead of being insulated 
at the far end were connected there to 
ground, either directly, or through the 
coils of an instrument, the charge trans- 
mitted would not be arrested at the 
insulated end, but the flux would continue, 
to pour to ground through the grounded 
end, and would continue to pour so long 
as the circuit remained closed, so that 
there would proceed out from the battery, 
or source of E. M. F. at New York, a 
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steady supply of electrostatic flux, and 
this would move along it so that the con- 
ductor acts as a guide over which the flux 
may pursue its path. Owing to the fact 
that the wire necessarily offers resistance, 
the speed with which the flux moves is 
very different from the speed with which 
it sets out on its journey, or leaves the 
source. A very complex condition of 
affairs is set up, whereby the flux is 
slowed down in its passage, and the speed 
with which it arrives at the distant end 
may be only a small fraction of the speed 
with which it starts. This speed will 
depend upon the size and resistance of the 
wire, the leakage at the various insula- 
tors along the line, and the geometrical 
dimensions and nature of the insulating 
medium. 

If the wire instead of being suspended, 
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say 20 feet from the ground, were sus- 
pended only a few inches from the ground, 
the electrostatic flux would occupy a 
smaller volume of space, but would be 
very much more intense. Other things 
being equal, the decrease in speed toward 
the distant end of the line would be more 
marked. In other words, the retardatioii 
of the circuit would be increased. As 
it is usually expressed, the electrostaUc 
capacity of the wire would be increased 
by suspending it closer to the ground. 
The same effect is produced if the Avire is 
brought near any other conducting line, 
such as another wire on the same pole, or, 
if the wire is embedded in rubber and- 
buried in the ground. 

Whatever increases the electrostatic 
capacity tends as a rule to increase the 
retardation. The electricity given to the 
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wire from the sending end, has to charge 
the entire surface before it can make its 
appearance and deliver a signal at the dis- 
tant end, and the charge has to be with- 
drawn from the entire surface of the wire 
before the flow can be made to cease at 
the distant end. The leahage of a long 
line improves its speed up to a certain 
point, because it enables this charge to be 
dissipated along the line without having 
to make its escape at the ends. When 
the leakage exceeds this amount, however, 
the feebleness of the transmitted signals 
becomes more detrimental than the im- 
provement due to reduced retardation. 

It might at first sight seem that since 
during heavy gales telegraph lines are 
frequently broken, and communication 
interrupted, that the simplest solution of 
this difficulty would be to place the wires 



buried wires, although secure from storms, 
are much more expensive to install, operate 
and maintain. 
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For a given length of line, in a given 
electric condition as regards capacity, 
leakage, conductor-resistance, etc., when 
a number of signals are sent in rapid suc- 
cession from the sending end, the signals 
will become confused or merged togetlier 
at the receiving end, when the speed of 
signalling exceeds a certain number of im- 
pulses per second. 

For hand signalling, at a speed of say 
30 words per minute, a circuit can, if 
necessary, be worked across the breadth 
of the United States through a sufficient 
number of repeaters ; but, when a higher 
speed of signalling requires the use of 
machine transmission it is often found 
impossible to attain a high speed over an 
iron wire of high resistance, and repeaters 
become difficult to manipulate satisfac- 
torily at machine speeds. It, therefore, 
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becomes important on high-speed circuits 
to employ large conductors and, if possi- 
ble, conductors of copper instead of iron. 
Iron wires haye to be magnetized cylindri- 
cally at each current impulse throughout 
their length, and iron resists magnetization 
to a certain degree. Consequently, an iron 
wire not only adds its ohmic resistance to 
a circuit when operated at a high speed, 
but also adds an a/pparent or furious 
resistance due to the rapid change in its 
cylindrical magnetization. Thus, while 
two 500 mile circuits, one of copper and 
the other of iron, may work equally well 
by hand telegraphy, at 30 words a min- 
ute, a Wheatstone high-speed transmitter 
may be only able to transmit 90 words a 
minute on an iron- wire circuit, and 130 
words a minute on a copper-wire circuit. 
In all cases the speed of transmission may 
be increased by increasing the size of the 
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conductor, so that the attainable speed of 
a circuit, even if 1,000 miles in length, is 
principally a question of the number of 
pounds' weight of conductor per mile. 

When a speed of 400 words a minute is 
exceeded, there is great difficulty experi- 
enced in getting electromagnetic relays to 
respond with sufficient rapidity to the 
swiftly succeeding impulses, even assum- 
ing that the line is sufficiently short to 
transmit them faithfully without merging. 
In other words, above speeds of 400 
words a minute, an electromagnetic 
receiver possesses too much 7nagnetiG and 
mechanical inertm^ or becomes too slug- 
gish. A method can, however, then be 
used, although it is not at the present time 
actually in use in the United States, for 
transmitting signals up to a speed of 2,000 
words a minute or even more. A line 
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to transmit such a speed would either have 
to be very short, if of ordinary iron wire, 
or of heavy copper, if say 500 miles in 
length. The receiving apparatus, in such 
cases, is operated by the electro-chemical 
effect of the current, which does not depend 
upon mechanical principles and is, there- 
fore, devoid of mechanical inertia. If an 
electric current be sent from an iron needle, 
through a piece of paper moistened with 
ferrocyanide of potassium, to a plate of 
metal beneath the paper, the current will 
decompose the solution and produce a blue 
stain on the paper at the point where the 
current enters it. If the paper be moved 
along, beneath the iron wire, at the same 
time that the current is being sent, a blue 
line will be drawn by the point, and, if 
while the paper moves, dots and dashes be 
sent through the line, these dots and dashes 
will appear as blue dots and dashes upon 
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its surface. In order to keep the resist- 
ance of the paper from becoming too high 
it has to be kept moist. 

The speed at which signals are trans- 
mitted by Wheatstone instruments is 
sufficient to handle the telegraphic traffic 
of the present day at existing telegraphic 
speeds. It has been shown, however, that 
by the use of large copper conductors with 
corresponding cost for wire it is possible 
greatly to augment the speed of machine 
telegraphy over comparatively long lines. 
It has, therefore, been suggested that if 
telegraphic charges were sufficiently re- 
duced, much of the ordinary mail matter 
might be transmitted by telegraph instead 
of by mail, the enormously increased tele- 
graphic traffic being handled by electro- 
chemical receivers and mechanical transmit- 
ters employing bands of perforated paper. 
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Fig. 106, represents a transmitter which 
has shown its capability of transmitting 
upward of 3,000 words per minute on lines 
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Fig. 106. — Del ant Machine Transmitter. 

below a certain length. The message is 
first punched in dots and dashes of the 
Continental Morse code, the dots beins: in 
the upper line and the dashes in the lower 
line. It will be seen that the signals 
punched in the strip of Fig. 106, are «, J, 
Cj d^ e and g, of the Continental code. 



fitGH-Sl»EED TELEGRA1>HY. 241 

This perforated band of paper is carried 
rapidly through the instrument by the 
rollers jB, jB, driven by clockwork. 
Behind the rollers are two pairs of metallic 
brushes a, a'j and 5, h' / a, a!j resting oppo- 
site to each other on the line of paper 
intended for dashes, and J, b\ opposite to 
each other on the line of paper intended 
for dots. The brushes a and J, are con- 
nected each to the E. M. Y. E E\ of say 
50 volts negative, and 50 volts positive, 
respectively, the middle of the battery 
being grounded at G. The brushes a J', 
are connected to the line at L. Where a 
dot exists made in the paper, the 5, b\ 
brushes come into contact through the 
hole, and a positive current of brief dura- 
tion is sent to line. Where a dash hole 
exists in the paper, the a, a'^ brushes come 
into contact and a negative current is sent 
to line. 
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The receiving instrument is diagram- 
matically represented in Fig. 107. Here 
three steel needles rest flat upon the sur- 
face of a rapidly moving band of paper, 
moistened with ferrocyanide of potassium. 
The middle needle is connected to ground ; 
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Fig. 107.— Dblant Electro-Chemical Receivbb. 

the two outside needles are connected to 
the line Z. When a current comes from 
the line to ground ; i. e.j when a positive 
current is received, the two outer needles 
will deliver jointly the current through 
the paper to a metallic plate beneath, and 
back to the middle needle and ground, so 
that a dot will be formed underneath each 
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of the two outside needles. When, how- 
ever, a current passes into the line from 
the gi'ound ; i. e., when a negative current 
is received from the line, this current will 
pass through the central needle through 
the paper to the plate beneath, and thence 
in divided arc to the two outside needles. 
Consequently, a dot will form beneath 
the central needle. The central dots will, 
therefore, correspond to dots at the send- 
ing end, while the pairs of outside dots 
will correspond to dashes at the sending 
end. The signals received on the band of 
paper in Fig. 107, therefore, correspond to 
a, i, Cy dj Bj /, g, in the Continental code. 
This receiver has been shown to be capable 
of working at high speeds, say 1,500 words 
a minute, over comparatively long lines, 
provided such lines are constructed with 
sufficient copper to reduce their resistance 
to the right degree. 



CHAPTER XII. 

DUPLEX TELEGRAPHY. 

We have shown, in the preceding chap- 
ter, how, when the traffic over a line ex- 
ceeds a certain amount, the carrying 
capacity of the line can be increased by 
the use of machine telegraphy. There 
are, however, other methods by which the 
carrying capacity of a line can be in- 
creased. These consist essentially in com- 
binations of apparatus whereby more than 
a single message can be simultaneously 
sent over the same wire, either in the same 
direction or in opposite directions. The 
method in commonest use is called dupleoo 
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telegraphy^ and consists of means whereby 
two messages can be simultaneously sent 
in opposite directions over a single 
circuit. 

The duplex telegraphic system has 
proved of great importance in telegraphy, 
and almost all important circuits, whether 
overland or submarine, are operated by this 
system. If there are two stations A and 
Bj connected by a single circuit, Aj can 
send a message to J5, singly as in the 
usual manner ; or, Bj can send a message 
to A^ singly in the usual manner ; or, A 
and Bj can both send messages to each 
other at the same time. It is necessary, 
therefore, when working a line steadily 
by the duplex system, to employ at each 
end of the line one operator for sending 
messages and a second operator for receiv- 
ing them. 
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In order to comprehend the operation of 
the duplex system, the imaginary con- 
ditions represented in Fig. 108, may first be 
examined. Here three stations A, B and (7, 
are connected by the two overhead conduc- 
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Fig. 108.— Diagram op Differential Relay 

Connections. 

tors A O and A B. These are supposed to 
have equal length, resistance, and leakage, 
and, in fact, to be practically equal in all 
respects, from an electrical point of view. 
The E. M. F., E^ at the station A^ is con- 
nected to the two lines through the key 
K^ and the special relay R^. This relay 
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has two sets of coils, so arranged that the 
current entering the line A £, from the 
battery ^, produces a magnetomotive force 
opposite or counter to that produced by 
the current in the other winding entering 
the line A O. The result will be that 
when both currents flow, no resulting mag- 
netomotive force, or magnetic effect, is 
produced in the relay i?,, so that this relay 
does not attract its armature, but the out- 
going currents arriving at B and O, actu- 
ate the relays there in the usual way. 
Consequently A'^s relay will not repeat the 
message he sends at the key IT, while the 
relays at JB and 6> will reproduce the sig- 
nals. If, however. A, stops sending and 
closes his switch, the currents flowing 
steadily to £ and (7, pass through the 
relay H, without magnetizing it, and leave 
the armature unattracted, while the steady 
currents flowing through the i*elays at J? 
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and C^ cause them to be steadily attracted. 
If now, one of the terminal stations, say -B, 
opens his switch and commences sending 
signals with his key, those signals will not 
only be repeated at his own relay, in the 
usual manner, but will also be repeated at 
the relay i?a, except that the relay R^^ at- 
tracts its ai'mature during the times when 
the key is open at B, and releases its arma- 
ture when the key is closed at ^. In 
other words, the relay at A^ will operate 
on the backstroke ; for, as soon as the cur- 
rent is cut off the line A B^ by interrupt- 
ing the circuit at B^ the magnetomotive 
force of the current circulating steadily in 
the line A (7, will magnetize the relay 
since its opposing or counter acting 
M. M. F. is now absent. 

The connections for duplex working on 
this principle, between two stations A and 
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Bj are indicated in Fig. 109. A j5, is the 
line connecting the two stations. A Oj 
and B Dj are for the present to be re- 
garded as two similar lines of equal length 
from an electrical standpoint. In the 
normal position, the keys Kx and K^, re- 
main open, on their back contacts, cutting 
out the batteries Ex and J5L, so that the 
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Fig. 109.— Diagram op Dipperbntial Duplex 

Connections. 



system is an open-circuit system. If the 
operator at A, makes a dot by momentarily 
depressing his key ^,, his relay ^„ will 
not respond, since two currents will be 
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sent, one along the line A (7, and the 
other along the line A JS, through the 
back contact of the key HT^, to ground. 
These currents \vill neutralize their 
M. M. Fs. in the relay i?i, but the current 
arriving at jB, will only traverse the left- 
hand coil of the relay H^, and will operate 
it in the usual way. Consequently, A'^s 
dot will reach B^ but will not be repeated 
by his own relay H,. 

In the same way, when A stops send- 
ing and B sends by depressing his key 
^2, on the front contact, lifting it from 
the back contact, his signals will be re- 
peated by the relay i?,, at A, but will not 
actuate his own relay H^. If, however, 
both operators hold their keys down, the 
current in the lines A O, and B D, will 
remain of the. ordinary strength. In the 
line A B^ however, the two E. M. Fs. E 
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and JS", will combine to produce a doubled 
current strength. Consequently, the cur- 
rent and M. M. F. in the right-hand coil 
of jR„ will be twice as great as the current 
and M. M. F. in the left-hand coil. The 
balance of the M. M. F. being thereby- 
destroyed, the relay i?,, will operate dif- 
ferentially with the power of the ordinary 
current flowing through one coil, and its 
armature will be attracted. Similarly, at 
B, the current and M. M. F. in the left- 
hand coil of ^a, will be double that in the 
right-hand coil, and the relay will operate 
with the power of the ordinary current in 
one coil, thereby attracting the armature. 
Consequently, when both operators hap- 
pen to have their keys down at the same 
moment both relays will respond. If 
then, one operator sends at a time, the 
message is repeated at the distant end 
while his own relay is silent ; but if both 
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send together, both relays will respond 
during the moment when the keys c' ish. 
During the operation of the line, it fol- 
lows, therefore, that part of the signals 
which are reproduced at the relays are 
due to currents transmitted from the dis- 
tant end in the usual way, and part from 
the joint action of both currents, but the 
messages are repeated faithfully at each 
end. 

The auxiliary lines A C and JB 7?, in- 
stead of having the actual length of the 
working line A B^ have only the electri- 
cal length of this line, and are called 
artificial lines. They consist of rheostats 
or resistance boxes ; i. e,y boxes containing 
spools of insulated wire offering a defi- 
nite resistance. The number of separate 
spools inserted in the circuit corresponds 
to a certain number of miles of actual 
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wire. A rheostat which occupies only a 
few cubic inches may, therefore, corre- 
spond electrically in its resistance to an 
actual line over one hundred miles in 
length. 

In practical operation the keys K^ are 
I'eplaced by special transmitters, such as 
that shown in Fig. 110. The key worked 
by the operator closes a local circuit 
through the magnet coils of the trans- 
mitter, which thereupon attracts the arma- 
ture and raises the opposite end of the 
armature lever. This brings the platinum- 
tipped spring S^ into contact with the 
platinum-tipped screw T, thereby closing 
the main-line circuit, corresponding to the 
front contact of the key K, in Fig. 109. 
As the contact is made between S and T^ 
the spring S^ is depressed out of contact 
with the extremity of the armature lever, 
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thereby breaking a contact corresponding 
to the back contact of the key in Fig. 109. 
The transmitter is, therefore, equivalent 
to a key with front and back contacts, 
mounted upon a pivot, and operated by a 
magnet instead of being operated by the 
pressure of the finger. The contacts, how- 
ever, are more prolonged than would be 
the contacts of a hand key, owing to the 
fact that the spring S, by its elasticity re- 
mains in contact with the screw 2] during 
a considerable portion of the stroke, in- 
stead of being in contact only at the end 
of the stroke as is the case with the ordi- 
nary hand key. In other words, the 
transmitter is preferable since it em- 
ploys an elastic and prolonged front 
contact. 

A modification of the differential duplex, 
called the pola?' duplex, is represented 
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diagraminatically in Fig. 111. Here two 
batteries are employed at each station, one 
with its positive pole connected to the 
front contact, and the other with the nega- 
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Fig. 111. — Diagram op Polar Duplex Connections. 



tive pole connected to the back contact of 
the key. When the keys remain at rest, 
the currents oppose and neutralize in the 
line, but currents flow in the artificial lines 
L and X', in the directions G G L A R^ and 
G G L B Ii\ respectfully. These currents 
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pass through the left-hand coils of the 
differential relays R and J^ and cause the 
armatures to be held over upon the dead or 
non-marking contact. If the operator at 
A^ depresses his key, he reverses his battery. 
This reverses the current through the arti- 
ficial line and doubles the strength of the 
current in the main line. Consequently, 
although the left-hand coil has its mag- 
netomotive force reversed, yet the M. M. 
F. in the right-hand coil is changed from 
zero to double positive, and overcomes the 
marking or closing tendency of the artifi- 
cial-line current thereby still keeping the 
armature against the dead point. The 
current in the line passes through the left- 
hand coil of the relay B^ with double 
strength and in the direction to oppose 
the single strong current in the artificial 
line, thereby moving the tongue against 
the contact point. The ^-relay, therefore. 
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responds to A'^s key, while A'^s relay does 
not. In a similar manner when ^ alone 
depresses his key, A'^s relay responds but 
£^s does not. When both keys are 
depressed, the currents in the line are 
once more opposed, and no current flows 
in the main line, neglecting that due to 
leakage, while the current strength 
through the artificial lines reversing as 
before, the relays are both thrown to their 
marking contacts closing their local cir- 
cuits through their sounders. It is, there- 
fore, evident that A''s relay will mark 
whenever B^s key is down, whether A, is 
sending or not ; and B^s relay will mark 
whenever A'^s key is down, whether B, is 
sending or not, but neither station repeats 
its own message. 

The relay employed in connection with 
the polar duplex of Fig. Ill, is called a 
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polarized relay, and is shown in Fig. 55. 
It will be seen in that figure that four 
wires enter each magnet coil. This gives 
two wires to each coil in each magnet, 
Avhich enables the magnet to be wound 
differentially. 

Fig. 112, shows in some greater detail, 
the connections employed for dipolar du- 
plex. E and E\ are the dynamos, E, for 
the positive and E\ for the negative cur- 
rent. These supply their currents through 
resistance coils r, r, either of German 
silver wire, or of incandescent lamps. K^ 
is the hand key which closes the local cir- 
cuit of the pole changer transmitter T, rep- 
resented in greater detail in Fig. 113. The 
position of the pole-changer lever deter- 
mines which current is being sent to line 
through the pivot of the lever. The 
switch 5, is for changing from duplex to 
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ground connection through a rheostat t\ 
for the purpose of enabling the distant 
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Fig. 112.— Diagram of Station Connections. Polar 

Duplex. 



station to obtain a balance. From the 
switch the current goes to the junction of 
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the two relay coils where it divides, one 
half going to line i, if the line eii'cuit be 
closed at the distant station, and the other 
half through the artificial line i', to 



Pio. 118.— Dynamo Pole-Chanoeb. 

ground. The resistance in the artificial 
line is made equal to the resistance of the 
line and relay coils at the distant station. 
This is adjusted, not by measurement, but 
by ti-ial. The distant station turns his 
switch to the ground position and sii^nals 
are then sent by the operator at the home 
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station. If the balance between the arti- 
ficial line and the actual line is imperfect, 
these signals will be repeated with greater 
or less power by the tongue of the relay 
R. The rheostat L\ is then adjusted until 
these signals finally disappear, and the home 
relay fails to respond to the home key. 
When this is accomplished the line is said 
to h^ perfectly balanced. On all but short 
lines a condenser (7, is necessary, con- 
nected to the artificial line. This con- 
denser imitates the electrostatic capacity 
of the line, just as the rheostat X', imitates 
the ohraic resistance of the line. If the 
condenser were omitted on long lines, the 
sudden charges and discharges of the line 
would not be imitated by the simple 
rheostat, and kicks would be given to the 
tongue of the relay, interfering with the 
signals. 8, is a local sounder connected 
with the tongue of the relay JR. 



264 ELECTRIC TELEGRAPHY. 

When batteries are employed as the 
source of E. M. F. instead of dynamos, it 
is sometimes important to have one battery 
instead of two, and to reverse this battery 
instead of changing contacts from one 
battery to another. This is accomplished 
by the transmitter shown in Fig. 114. 
Here the extremity of the armature lever 
moves between a pair of contact springs in 
such a manner that the positive pole of the 
battery is connected to line, when the 
lever is at the upper portion of its stroke 
and the negative pole to ground, while, 
when the lever is at the lower portion of 
its stroke, the negative pole of the battery 
is connected to line and the positive to 
ground. 



CHAPTER XIII. 

QUADRUPLEX TELEGRAPHY. 

QuADRUPLEx telegraphy consists of a 
method of sending two telegraph messages 
simultaneously along a single wire in one 
direction while two additional messages are 
being sent over the same wire in the oppo- 
site direction. Thus, if the line connect two 
stations A and jB, A^ can send two mes- 
sages to £, at the same time that J5, is 
sending two messages to A, so that there 
are two operators at the ^-end of the line, 
engaged in sending, and two more en- 
gaged in receiving, while at the ^-end of 
the line there are also four operators simi- 
larly engaged. 
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The principle upon which the quad- 
ruplex system is based is the development 
in the first place of a suitable diplex tele- 
graph ; i. e.y a suitable means for sending 
two independent messages simultaneously 
in the same direction. The first message 
is sent by changing the direction of the 
sending current, and the second message is 
sent by changing the strength of the send- 
ing current. Consequently, the first mes- 
sage is entirely transmitted by changes in 
the direction of the current without regard 
to strength, and the second message is 
ti'ansmitted by changes in the strength of 
the current without regard to direction, 
and these two principles are evidently 
mutually independent. 

The arrangement of a diplex system 
between two stations A and B, is repi*e- 
sented in Fig. 115. K^^ is a key, so 
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arranged that when released a compara- 
tively small E. M. F. e, say 40 volts, is 
connected to the circuit, but when de- 
pressed, the greater E. M. F. ^, say 140 
volts, is connected, of which e, is only a 
part. The key 1^2 operates as a reverser, so 
that when this key is at rest, the negative 
pole of the battery is to ground and the 
positive to line ; but, when depressed, the 
positive is to ground, and the negative to 
line. The key -ffi, affects only the magni- 
tude of the E. M. F. and does not reverse it, 
while the key ^g, has no control upon the 
magnitude of the E. M. F. introduced into 
the circuit, but takes whatever the key ^j, 
supplies and controls its direction to line. 
At the receiving end of the line J5, are two 
relays i?i and i?2. i?i, is an ordinary 
neutral or non-polarized relay, so adjusted 
that it will not respond to the feebler cur- 
rent from the feebler E. M. F. e, but will 
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respond when the current is strengthened 
by increasing the E. M. F. to E^ at the 
sending end. In other words, the relay i?i, 
responds to the key K^ ; for, not being 
polarized, it will act while the current 
from the line is positive or negative ; i. e.j 
whether the key K^j is up or down. 

The relay M^^ is a polarized relay such as 
is shown in Fig. 53. It will respond to a 
negative current and not to a positive cur- 
rent. It will respond to a negative current 
whether feeble or strong. In other words 
it will respond to the key K^, whatever the 
position of the key Ki, Consequently, 
the message which is signalled at the 
key ^1, will be repeated at the relay R^j 
while the message signalled at the key K^j 
will be repeated at the relay Hc^. Care 
has to be taken that the keys shall not 
interrupt the line at any time while 
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performing their functions, and this re- 
(juires that they shall be replaced by suit- 
able transmitters, properly adjusted and 
operated by keys through local circuits. 

If we consider the two keys at the send- 
ing end, and the two receivers at the 
receiving end, as a dual piece of apparatus, 
and then duplex the entire arrangement, 
we obtain the quadruplex system, or the 
capability of transmitting two messages 
simultaneously in both directions. 

Where dynamos are employed as the 
source of the E. M. F. the diplex is usually 
a little differently arranged, retaining how- 
ever the same principle. Two dynamos 
are employed with the pole changer of 
Fig. 113, and these are introduced and 
revei'sed under the action of the key cor- 
responding to ^, in Fig. 116. The cur- 
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rent, however, is weakened or strength- 
ened, by the insertion and removal of the 
resistance in the main-line cii'cuit under 
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Fig. 115.— Diplex System. 



the control of a key similar to ITiy in Fig. 
115. 



The arrangement of connections for a 
complete quadruplex system are diagram- 
matically indicated in Fig. 116. Various 
minor details have to be introduced into 
the apparatus in order to operate it suc- 
cessfully, such as additional condensers, 
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etc., but these do not afiect the principle 
upon which the method is based. 



Fig. 118. — Diaorau of Quadkuplkx Connectionb, 

The adjustments for the quadruplex 
system are moi-e complex than for the 
duplex system, since a balance has to be 
obtained as well as the successful inde- 
pendent operation of the two parts of 
the diplex. The apparatus employed in 
operating the polar system of the diplex 
is generally called the " No. I Side of the 
)r the polar side. It consists 
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of the polar key and the polar relay at 
either station. The apparatus employed 
in operating the other system of the 
diplex is called the ^^ No. 2 Side of the 
System^^'^ or the TieuWal side. It consists 
of the neutral key and of the neutral relay. 

Referring to Fig. 116, when none of 
the keys are depressed, no current flows 
through the line, but a comparatively 
feeble current flows through the artificial 
lines Zj and Zg, insufficient to operate the 
neutral relays, and maintaining the polar- 
ized relay tongues on the dead stops. Con- 
sequently, none of the sounders respond. 
If now -ffi, be depressed, a strong positive 
current is sent to line at A. This does 
not affect the relays at. A, since it passes 
through them in opposite directions, but 
on arriving at Z, it tends to keep the 
polarized relay tongue i?4, on the dead 
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stop, while it Las sufficient power to 
operate the neutral relay JR^. In the 
same way if K^^ alone be depressed, relay 
^1, alone will respond. If Ji^, alone be 
depressed, a feeble negative current will 
flow to line, in a direction which will 
actuate JR^ but it will not have sufficient 
power to actuate R^. If K^^ alone be de- 
pressed jffg? alone will similarly only 
respond. By reason of the principles 
already explained in connection with 
duplex telegraphy, the depression of any 
key will cause its corresponding relay to 
close its local circuit at the distant end of 
the line, no matter what the condition of 
the keys may be at that end. 

In practice the contacts are effected by 
transmitters like those shown in Figs. 110 
and 114, operated in local circuits by hand 
keys. 



CHAPTER XIV. 

MULTIPLEX, PRINTING AND FACSIMILE 

TELEGKAPHY. 

In addition to the diplex system de- 
scribed in the last chapter, several systems 
of multiple telegraphy are in existence ; 
^. e.j systems for simultaneously transmit- 
ting in the same direction over a single line 
a number of messages greater than one. No 
little confusion exists as to the use of the 
words multiple and multiplex telegraphy. 
It would seem that in accordance with the 
definitions of duplex and quadi'uplex sys- 
tems, the word multiplex should only be 
applied to systems of simultaneous trans- 
mission from each end of the line, so that 
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multiplex would include duplex, quadru- 
plex, sextaplex systems, etc.; while multi- 
ple telegraphy would only include double, 
triple and multiple transmissions in one 
and the same direction over the line 
simullaneously. Unfortunately, the words 
diplex and phonoplex have already been 
employed for strictly multiple trans- 
missions. 

Multiple telegraphic systems may be 
divided into two distinct classes ; namely, 

(1) Those which simultaneously em- 
ploy different types of electric current 
upon the line, each receiver being capable 
of responding to its own type of electric 
current only. 

(2) Those which synchronously appor- 
tion different circuits at the receiving and 
sending ends of the line to each other, so 
that at successive moments different re- 
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ceiving and sending instruments are con- 
nected together. 

The first system is essentially a simulta- 
neous multiple current system, since various 
types of electric current are sent on the line 
coincidently. The second system is essen- 
tially a single-current system synchronously 
controlled, the line at any moment of time 
being only apportioned to one set of 
apparatus and being successively appor- 
portioned to each of the sets of apparatus 
in rapid rotation. 

In the first class, there are three sub- 
types, two of which are in actual use in the 
United States, and the third of which has 
only had an experimental trial. This lat- 
ter is called the harmonic telegraph. In it a 
number of tuning-forh transmitters are em- 
ployed, each of which vibrates at a different 
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definite rate. The transmitters are con- 
nected in series in such a manner that each 
vibration opens and closes an electric cir- 
cuit. Consequently, when all the sending 
keys are depressed coincidently, the com- 
plete series of vibrations of electric current 
will be forwarded to the line, each set of 
electric vibrations corresponding to its own 
transmitter, in the number of vibrations 
per second. At the receiving end of the 
line are inserted in the circuit a corre- 
sponding number of receiving instruments 
with vibratory armatures, each tuned to 
respond to one rate only of the vibrations 
transmitted along the line. These re- 
ceivers are, therefore, actuated independ- 
ently by each rate of electric current vibra- 
tion. When all the rates of vibration are 
simultaneously present in the electric cur- 
rent, all the receivers are operated. On the 
other hand, if only a single rate of vibra- 
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tion exists in the electric current received 
from the line, only that particular instru- 
ment will respond whose rate of vibration 
corresponds to this rate. In other words, 
each instrument will selectively respond to 
its own rate of vibration independently of 
all the rest. 

The second subtype is the diplex system 
already described in the last chapter but 
is operated only in connection with the 
quadruplex system; that is to say, the 
diplex system is not employed without 
being duplexed. 

The third subdivision of multiple sys- 
tems, the Edison phonoplex telegra/ph^ is 
to-day in use on railroad lines. The object 
of this system is to supply a means for con- 
veying through messages over an ordinary 
Morse circuit intended for way traffic, 
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For example, a railroad Morse circuit may 
have forty or fifty relays inserted along 
the line at different stations ; for, much of 
the Morse traffic on the line will neces- 
sarily consist of train orders and messages 
from one office to another ; ^. e., way traffic. 
It is frequently important, however, to 
secure means for transmitting a large 
amount of traffic directly between the 
terminal stations ; /. ^., thraugh traffi^^ and 
this would necessitate the use of a dupli- 
cate wire. The phonoplex is intended to 
enable the terminal offices to be put in 
communication with each other without 
disturbing the ordinary way traffic, so that 
two sets of messages may be carried on 
independently over the wire. The type 
of electric current employed by the Morse 
system will be sufficiently well under- 
stood from the earlier chapters of this 
book. 
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The type of current employed for the 
operation of the phonoplex system is 
essentially distinct and consists of very 
bi-ief powerfnl cnrrents. The receiving 
instrument is a special fonn of telephone 
which responds to these brief impulses of 
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current but does not respond to the slower, 
steadier cmrents which operate the Morse 
relay. On the other hand, the Morse 
relay is too sluggish to respond to the 
brief telephonic currents. The trans- 
mitter of the phonoplex is a small induc- 
tion coil which is operated by a local 
battery under the control of a Morse key. 
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At each motion of the key, the local 
circuit of the coil is broken, thus allowing 
a brief but powerful E. M. F. to be 
inserted in the line circuit. This causes a 
corresponding brief but powerful current 
impulse to travel along the line and operate 
such telephone receivers as may be con- 
nected in the circuit. 

Fig. 117, shows the form of induction 
coil ordinarily employed. It consists of an 
iron core formed of a bundle of fine iron 
wires, wound with a helix of insulated 
copper wire, whose ends are brought to 
the two terminals 7J T\ Fig. 118, shows 
the phonoplex receiver. It consists of a 
special form of upright telephone mounted 
on a wooden base. The sheet iron dia- 
phragm of this phone is surmounted by a 
small weight, free to move, within limits, 
in a vertical direction, and retained within 
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these limits by the small clamp screw C. 
Over the face of the instrument is a sheet 
brass cover to protect it from mechanical 




Fig. 118.— Phonoplex Receiver. 



injury. T^ T\ are the terminals of the tele- 
phone coils. W^ is an adjusting screvr for 
vaiying the distance between the coils and 
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the telephone diaphragm. When a mo- 
mentary current impulse passes through 
the coils, the telephone diaphragm is sud- 
denly attracted. This gives a jerk to the 
weight supported at the centre of the 
diaphragm which is caused to emit a sharp 
click. Two such impulses in rapid suc- 
cession produce upon the ear the effect of a 
dot, but if separated by an appropriate 
interval, the acoustic effect is equivalent to 
a dash. A special transmitter is employed, 
called Siphonoplex transmitter^ operated by 
a local circuit from the hand key. 

In order that the line should not be in- 
terrupted by the phonoplex currents, by 
the opening of the Morse key, in signalling, a 
condenser is connected across the terminals 
of the Morse apparatus. This interposes a 
complete barrier to the ordinary Morse 
currents, but enables the phonoplex 
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impulses to be readily conducted througli 
the condenser. 

Corresponding to the second class of 
multiple telegraphs the best representative 
is found in Delany'^s syiichronons multiplex 
telegraph. In this system, which is used in 
Europe, a table of circular contacts is pro- 
vided at each end of the line, with a rotat- 
ing traveller or trailer. These travelling 
arms are maintained in strictly synchronous 
revolution. By means of electric correct- 
ing impulses, sent automatically over the 
line, any tendency of the trailers to fall 
out of synchronism is corrected. By this 
means the line is synchronously connected 
to successive contacts on the table leading 
to successive sets of Morse apparatus. 

The rate of rotation of the trailers over 
the tables is such that each Morse appa- 
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ratus is connected to ♦the line several times 
during the completion of a single dot. 
Consequently, when any operator depresses 
his key he sends a current to line only for 
brief intervals during that time, but at 
these intervals the current sent is distrib- 
uted automatically to the corresponding 
receiving instrument at the distant end, 
while, in the intervening intervals the 
other sets of apparatus are receiving their 
moments of interconnection. As many as 
12 independent Morse transmissions can be 
operated simultaneously over a line in this 
manner, although with considerable lengths 
of line a smaller number may be rendered 
desirable. 

Instead of receiving Morse signals by 
sound, or on a strip of paper, various type 
printhig telegraphs have been devised to 
print the message directly, and so avoid 
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the necessity of transcribing the message 
into ordinary writing. Such apparatus, 
moreover, has the advantage that printed 
messages are more legible than messages 
transcribed by hand. At the present 
time, however, printing telegraphs are very 
little used on ordinary telegraphic circuits 
in the United States, but the custom is 
gaining ground of typewriting by hand 
the messages received from the sounder, or 
from the Wheatstone paper slip. 

In large cities, where quotations are re- 
quired in brokers' offices from stock ex- 
changes the messages are always printed 
automatically upon a band of paper. Such 
instruments are called stoch printers. A 
number of these instruments have been 
devised, one of which is represented in 
Fig. 119. Here the band of paper i) D, 
driven by an electromagnet in the base, is 
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pressed forward by the action of a pulley 
as the message is printed. 



Pig. 119.— Edison or Univkhsal Ticker. 

The operation of the printing telegraph 
is based essentially upon a pHnciple 
extensively used in telegraphy called the 
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step'hy-step principle. An electromagnet 
causes a ratchet wheel to oscillate under 
an escapement until some particular tooth 
is reached. In printers of this type a type- 
vjheel is revolved by a succession of 
electromagnetic impulses producing a step- 
by-step movement, until the particular 
letter or figure desired comes over the 
band of paper, when another electromag- 
net, called the printing magnet^ is 
energized and effects the printing of the 
letter on the paper band. Two type- 
wheels are carried on the printing shaft, 
one for letters, and the other for figures, 
the transition from one wheel to the 
other being effected by suitable means. 
There are two pairs of binding posts, one 
on each side of the instrument, each pair 
being provided for connection to an inde- 
pendent line. In other words, two lines 
are employed to operate the instrument, 
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the instruments being connected in series. 
Each pair of binding posts belongs to one 
line throughout the entire series. The 
apparatus can work at as high a speed as 
40 words per minute. 

An apparatus, which has attracted con- 
siderable attention without having yet 
come into commercial use, is the writing 
telegraph. In this system the movements 
of a pen at the ti*ansmitting end of the 
line, are reproduced at the receiving end, 
so that a message is reproduced auto- 
graphically. The principle involved is a 
simple one, although a considerable 
amount of effort had to be expended in 
order to perfect its mechanical details. 
Two circuits are employed between the 
transmitter and receiver, one circuit being 
concerned with the transmission of sidewise 
motion on the pens, and tlie other circuit 
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with the transmission of up and down 
motion in the pens. When a pen moves 
side wise at the transmitting end, the 
movement is transmitted to a lever which 
cuts in or out a number of resistance coils, 
thereby either decreasing or increasing the 
current strength on that line. An electro- 
magnet, at the receiving end of the line, 
causes the recording pen to be drawn side- 
ways. Similarly, the up or down motion 
of the transmitting pen acts upon a lever 
in such a manner as to cut in or out resist- 
ance coils in the second line, and so vary 
the current in that line. This variation of 
the currents acts upon an electromagnet 
in the second line, which produces a corre- 
sponding up and down motion in the re- 
cording pen. 

A form of transmitting instrument is 
represented in Fig. 120. Here a pen held 
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in the hand guides the play of a vertical 
lever <7, within the limits of the rec- 



Fig. 130. — Tranbmittbr op Whitibg Telegraph. 

tangular aperture in the face of the instm- 
nienfc. Near the lower end of thia lever 
ai"e two sets of resistance coils R, R, which 
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are so connected in the circuit that the 
movement of the upright lever cuts out or 



Fig. 131.— Receiver op WRiriNa Teleobaph. 

restores the resistance coils into their 
respective circuits. The receiving instru- 
ment is represented in Fig. 121. The two 
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electromagnets are situated at right angles 
to each other; each is connected to one 
line, the movement of the armature being 
directly communicated to the pen over the 
strip of moving paper. This receiver does 
not lift the pen from the paper but makes 
a continuous mark. Writing telegraphs 
have, however, been employed in which 
the pen will dot its i's and cross its t's, and 
in which the line is interrupted, between 
words and sentences, just as the line of the 
writing pen is interrupted. 

Instruments designed to reproduce pic- 
tures or cuts over a telegraph line are called 
facsimile telegraplis. These telegraphs 
are operated on two distinct principles, 
viz.: the eleetrocliernical^ and the electro- 
magnetic. In the electromagnetic method 
two pens are kept in synchronous, 
movement at the ends of the line. The 
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transmitting pen moves over the drawing 
either in straight lines, or in a spiral. The 
characters of the drawing to be trans- 
mitted are made in insulating ink upon 
a metallic conducting sheet or surface. 
When the transmitting pen encounters a 
line, the electric current passing through 
the circuit is interrupted and this causes 
the receiving pen to make a mark or dot 
upon the paper. By covering the surface 
of the sheet at the transmitting end by mov- 
ing the pen, in successive sweeps, the lines 
are reproduced by the receiving pen in a 
succession of dots which connect into lines 
and so reproduce the characters. 

In the electrochemical method the trans- 
mitting pen moves over the metallic sheet 
as before, but the currents which are sent 
to line effect an electrolytic decomposition 
in the receiving paper through the receiv- 
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ing pen which moves synchronously with 
the transmitting pen. Fig. 122, represents 
a picture as received and transmitted over 



Fig. 123.— Facsimile REPRODncrion of Photograph. 

the line. It is evident from an examination 
of the received picture on the left hand, that 
the receiving pen is moved up and down in 
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parallel Hues which are vertii;al through 
the picture. The mai'kiugs which are made 
by the receiving pen iu its successive trips 



Fio. 128.— Facsimile Kephodoction of PHorofiiiArn. 

are coincident with the passages of the 
transmitting pen over lines of lights and 
shades and connect finally into a completed 
picture. Fig. 123, shows another picture 
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received in this way from the prepared 
surface of a photograph at the transmitting 
end of the line. This method has not as 
yet come into commercial use. 



CHAPTER XV. 

TIME AND TRAIN TELEGKAPHY. 

Electricity is extensively employed 
to-day for the telegraphic distribution of 
time. Its services are directed to this 
end in several ways. 

First, by the release of an electric time 
hall for announcing the correct time to 
an entire neighborhood. Time balls are 
dropped daily at Washington noon in 
Boston, New York, Philadelphia, Baltimore, 
Washington, Newport, Wood's HoU, New 
Orleans, Savannah and Fortress Monroe. 
By observing these balls the navigating 
officers on board vessels can ascertain 
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the errors of their chronometers. A large, 
light and conspicuous ball is electro- 
magnetically released, by a time current 
from New York as the centre of distri- 
bution. This current, lasting for one 
second, is sent from the New York master 
clock, which in turn is electrically checked 
and controlled by a clock in the observa- 
tory at Washington. This noon current 
is also forwarded to a number of cities 
on other main wires. 

In New York, Chicago, and other cities, 
there are also local distributions of time 
which are operated or controlled from 
a master clock at frequent intervals. 
Local distribution of time in cities is 
accomplished either by means of clocks 
which are driven and controlled electric- 
ally, or by clocks which are driven in the 
ordinary way, but which are electrically 
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corrected at regular intervals, usually 
once an hour. In the case of electncally 
driven clocks, an electromagnet in a clock 



f Secondary Clock. 



receives an impulse each second from the 
master clock by a wire maintained for this 
purpose. Fig. 124, shows the mechanism 
of an electrically driven, or Heeondnry clock. 
Here an electromagnet B, is inserted in the 
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distribution line. The master clock sends 
a current through this line at each second. 
The electromagnet attracts its armature 
by a step-by-step movement, and communi- 
cates a movement to the dial so that the 
mechanism is advanced once each second. 

Fig. 125, represents a form of mechanism 
in which an ordinary clock, driven by 
a spring, is corrected at each hour by a 
current from a master clock. The correct- 
ing mechanism is shown below the clock. 
The current from the line passes through 
the electromagnet which attracts its arma- 
ture. The armature is armed at its 
extremity with a fork which engages 
with a pair of levers projecting through 
the clock face. These levers are drawn 
down by the attraction of the armature 
until they meet. They clutch the minute 
hand between them and automatically 
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set the minute baud in a vertical position ; 
i. e., at XII, when the momentary current is 




Fis. 1^.— Electrically Controlled Clock. 



received. When the carreut ceases, the 
electromagnet releases its ai'mature and 
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the levers release the minute hand, and 
retire to their position out of the way in 
the slot S. If the clock is either fast or 
slow no more than two minutes, the 
minute hand will be caught and brought 
to the vertical position. It is scarcely to 
be expected that any good clock could 
lose or gain more than two minutes in a 
single hour, so that this arrangement for 
correction is sufficient for all practical pur- 
poses. 

Another system, called the tim^ telegraph 
aervioey distributes electric currents at two- 
second intervals and with special signals 
at each minute, five-minutes, and hour 
interval. These signals are sent from 
a standard clock through relays. The 
signals are read from a sounder and are 
distributed to such persons, as jewellers 
and railroad timekeepers, who are in need 
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of frequent information concerning the 
precise time. 

In regard to telegraph messages and to 
the distribution of time generally, the 
United States is divided into zones by 
which local time is arbitrarily defined. 
These zones are each 15 degrees of longi- 
tude in breadth, the meridian representing 
the centre of one zone at longitude 75° 
west from Greenwich, serving as the 
standard of Eastern time. The Chicago 
meridian is taken as 90° W., and serves 
as the center of the zone of Central time. 
The third zone is centred on the meridian 
of 105° W. which serves as the centre 
of the zone of Mountain thne; while 
the fourth zone is centred on meridian 
120° W., which serves as the centre of 
the zone of Pacific time. Owing to the 
requirements of raili'oads, the exact 
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boundaries of these zones are irregular ; i. e., 
do not conform to meridians of longitude. 

A city, therefore, in accordance with 
the preceding system, has a local time 
depending upon its own longitude, and 
a standard time^ for railroad and tele- 
graphic purposes, depending upon the 
belt or zone to which it belongs. Since 
the earth rotates through 360° in 24 
hours, 15° correspond to the rotation in 
one hour. Consequently, the time in each 
of these zones is one hour apart, and the 
standard time of any place is always either 
Eastern time, or it will be one, two or three 
hours less than ; ^. ^., earlier than Eastern 
time, and six, seven, or eight hours earlier 
than Greenwich time. The difference be- 
tween the local time, and standard time, 
therefore, can never be more than one hour 
at any one place. 
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A method of telegraphing to or from 
a moving train has been devised, which 
does not employ a continuous electric con- 
ductor between the receiving and transmit- 
ting instruments. In other words the 
message is sent to and received from the 
moving train without passing to it through 
any electrical conductor, the train being 
entirely disconnected from the telegraph 
wires which are carried alongside the 
track. This method is called induction 
telegraphy. 

The means by which the system of induc- 
tion telegraphy has been operated is shown 
diagram matically in Fig. 126. W Wj is 
a telegraph wire, extending alongside the 
railroad track, and supported on poles in 
the usual manner ; ^. ^., one of the ordinary 
railroad telegraph wires. M^ H, is the 
metallic roof of a railroad coach which 
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may either be at rest, or be running along 
the track at any speed. The roof is in- 
sulated from the ground by the wooden 
frame-work of the car. It is connected 



w 



w. 




Fig. 126.— Diagram op Telegraphy with Moving 

Trains. 

to a key K^ the back stop of which is 
grounded through the truck and rails with 
a telephone T^ in circuit. If the wire WW^ 
be connected at the operating station 
with an induction coil provided with a 
rapid vibrator, it will be alternately 
charged to a high voltage, and discharged. 
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at a correspoudingly rapid rate. The 
electrostatic flux, which we have already 
described as emanating invisibly from a 
charged conductor, will issue from the wire 
to all neighboring objects such as trees, 
houses, car-roof and the ground generally. 

The amount of electrostatic flux caught 
by the surface of a car will depend upon 
the proximity of the car to the wire, and 
the relative proximity of the ground or 
other prominent conducting objects. The 
telephone T^ is so sensitive that the peri- 
odical establishment and withdrawal of 
this amount of electrostatic flux upon the 
surface of the car-roof produces a feeble 
electric current, of corresponding rate of 
vibration, which is detected by a buzzing 
sound in the telephone. If now, the send- 
ing station connects the induction coil 
with the wire W TF, at intervals controlled 



TIME AND TRAIN TELEGRAPHY. 309 

by a telegraph key, buzzing dots and 
dashes will be detected by the listener at the 
telephone on board the moving car, and 
will enable him to read the message. If 
the train should get under a shelter, pro- 
vided with a metallic roof, the signals will 
no longer be audible, since the car will not 
be shielded from the electrostatic influence; 
but, as soon as it leaves this metallic 
shelter, the signals will recommence. 

In order to reply, the operator on board 
the car depresses his key and causes his 
own induction coil, which is operated by 
a local .battery through a vibrator, to be 
connected with the car-roof in place of the 
telephone. This charges and discharges 
the car-roof to a high potential at a rapid 
rate, and the vibrations are caught electric- 
ally by the wire or wires in the vicinity 
of the car. The operator listening at his 
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telephone in the station can hear faint 
buzzings in dots and dashes, in the same 
way that the oi)erator on board the car can 
hear them when receiving from tlie station 
operator. It is curious to observe that if 
the wire be properly insulated it is possi- 
ble to carry on ordinary Morse telegraphy 
over the wire at the same time without 
interfering with the train telegraph. The 
distance, however, to which the method is 
applicable is comparatively limited ; that 
is to say, the sending station must be with- 
in, say fifty miles of the moving car. The 
system has been demonstrated as practica- 
ble, but is not in commercial use, since it 
requires the attention of two operators, 
one on board the moving car, and the other 
at the station, while under ordinary cir- 
cumstances a telegram can always be dis- 
patched by a passenger on a train at the 
next stopping place. 



CHAPTER XVI. 

ELECTRIC ANNUNCIATORS AND ALARMS. 

Besides telegraphing messages by the 
use of the Morse or Continental code, in 
the ways we have already described, 
advantage is taken of the ease and rapidity 
with which an electromagnet acquires and 
loses its magnetism, to transmit telegraph- 
ically certain signals from stations con- 
nected by wires, to a central office where a 
class of apparatus called annunciators are 
located to receive the signals. The princi- 
ple upon which such apparatus operate is 
the making or breaking of the line circuit 
at the station where the signal is sent, and 
the indication thereof by receiving appara- 
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tua at the central station. The receiving 
apparatus is generally of the electromag- 
netic type. 



Pia. 137. — iNDiCAiiNe Bell Anntjhciator. 

An example of this type of apparatus is 
seen in the annunciator shown in Fig. 127. 
Here an electromagnet MM, is connected 
with a circuit containing at some point 
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a pvsh button, or simple circuit-closing 
device. The circuit contains a voltaic 
battery of sufficient E. M. F. to produce 



Fio. 128— Lock Gravity Drop. 



an electric current, whose M. M. F. in the 
magnetic coils shall develop a magnetic 
fluz through the armature, capable of 
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attractiug it against the tension of the 
spring S. When the circuit is closed at 
the push button, the magnet attiaets the 
aimature and causes the hauiiiiei' at the 



Fio. 129.— Gravity Dhop. 

end of the armature to strike the bell B. 
At the same time a hook, on the end of 
the armature, releases tlie drop shutter D, 
whieli falls to the hoj-izoutal position dis- 
playing the signal 12, thus indicating that 
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tliis bell lias been operated. The drop has 
to be restored by hand after attention has 
been called to it. Electromagnetic annun- 
ciators assume a variety of forms. The 



Pig, 130.— Gravity Needle Drop. 

most important of these are annunciatoi's in 
IS, hotels, elevator cai^s and steamships. 



The drops in annimciatoi-s are of vari- 
ous kinds, a few of whicli are illustrated 
in Figs. 128, 129, and 130. Figs. 128 and 
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129, show drop sJmtters, which fall in front 
of wiudowa when released by their electro- 



Fra. 181.— Qravitt-Dbop Ankunciator. 

magnets. They have to be restored to 
their original position by some mechanical 
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device controlled by hand. Fig. 130, 
shows a gravity needle-drop. Here a 
needle swings on a movable system which, 
when released electromagnetically, throws 
the needle to the deflected position by the 
action of gravity. The usual mechanism 
for restoring the drops is shown in Fig. 
131. Here the handle H^ when lifted, 
rotates two brass frames about their axis. 
These frames carry pins projecting under 
each drop shutter, and in the act of rising 
restore all shutters that may have fallen to 
a position in which they are caught by 
the cams under electromagnetic control. 
In some forms of instruments the restoring 
frames are lifted by pneumatic action. 

Fig. 132, shows a form of house annunci- 
ator with one bell and six needle drops. 
Here the deflection of the needle indicat- 
ing the parlor, shows that a call has come 
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from that room. A diagram of connec- 
tions for such a bouse annuDciator is 



Fia. 133.— House Aknunciatob. 

shown in Pig. 133. Hei-e the batteiy e, 
supplies a current through the bell B, to 
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any of the six circuits connected therewith 
that is closed by its push button through 
its respective indicator magnet. Pig. 134, 
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Fig. 133. — Diagram of Connections with House. 



represents a hotel annunciator employing 
needle drops arranged for 140 rooms. 
The connections for such an apparatus are 
similar to those shown in the preceding 
figure. 
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Pio. 184.— Hotel Annunciator, 
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The annunciator principle is also ap- 
plied to burglar alarms. In a burglar- 
alarm system all the windows and doors of 
a house, through which enforced entrance 
may take place, are provided with con- 
tacts placed in the circuit of an annunci- 
ator situated so as to give immediate 
alarm. During the occupancy of the 
house these alarms are usually placed 
in a sleeping apartment, but when the 
house is left unoccupied, it is sometimes 
connected with an alarm in the nearest 
police station, or central call office. 

There are in general two systems of 
operating burglar alarms, one being the 
operircircuit hurglar-alarm systenij in which 
the battery is normally out of use, 
but is brought into action through an 
electromagnetic bell by the closing of a 
contact in the door or window. The 
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other system is the closed-circuit Jntrglar- 
alarm system, in which the battery is 



normally at work, causing the alarm bell 
to be sounded by a disconnection in the 
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circuit or circuits at a door or window. 
A contact foi* an open-circuit system, suit- 
able for attachment to a window, is shown 
in Fig. 135. The plate P P, is fastened 
into that portion of the window jamb, in 
which the window slides, in such a manner 
that the arm A^ projects outward under 
the pressure of a spring G^ at the back. 
When the window is raised in its frame 
the arm A^ is forced back until it makes 
contact with the insulated contact spring 
S^ thus closing the circuit and ringing the 
alarm bell, at the same time releasing a 
drop in the alarm which indicates the 
location of the window which has been 
raised. 

Fig. 136, shows a similar contact appar- 
atus intended for use in a door jamb. 
The brass plate P P, is screwed into the 
jamb of the door, flush with its surface. 
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The projecting plug G, is forced outward 
by tlie spring into the position shown, but, 
when the door is closed, it forces the plug 



Fig. 186.— Open-Cibcxiit Door Spriro. 

G, back into a position flush with the plate 
P P, and at the same time the contact 
piece C, is pushed back out of contact 
with the insulated spring S. When the 
door is open, the plug G, moves outward 
and effects a contact between i^and C. 
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A form of burglar alarm suitable for a 
dwelling is shown in Fig. 137. It con- 
tains a clock provided for the pui'pose of 
cutting out the instrument during certain 
hours of the day, so that the ordinary use 
of the windows and doors shall not give a 
useless alarm. The small switches under- 
neath the drops are provided for cutting 
out at will individual circuits connected to 
the respective contacts; that is, certain 
parts of the house. When the switches 
are connected with the upper bar the cir- 
cuits will ring the bell at any time with- 
out the intervention of the clock, but when 
connected with the lower bar, the clock 
controls the circuits, so that they will ring 
the bell during certain hours only. In an 
intermediate position the switches cut out 
the circuits entirely. The switches are 
for turning off the battery or bell, and for 
making tests at any time concerning the 
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Fiti. 187.— Bdrolab Alarm. 
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condition of the apparatus. The annun- 
ciators are so arranged that in falling, 
they start the bell I'inging and the bell 
continues to ring until cut off at the an- 
nunciator by hand. In the centre of the 
instrument is an indicator which con- 
stantly indicates whether the battery con- 
nected with the apparatus is in good 
order. 

Electric annunciator alarms are also 
used for purposes of protection from fire. 
Electric fireaUivmH are either automatic 
or hand operated. Those employed in 
houses are generally automatic in char- 
acter. They consist essentially of means 
whereby an undue increase of temperature, 
at any part of the house, closes or opens 
a circuit and thereby soimds the alarm. 
This may be eifected either by the use of 
thermostats^ or by the melting of a low- 
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temperature alloy. An instrument of the 
latter class is shown in plan and in sec- 



8.— Fire Alarm Contact. 



tion in Fig, 138. The cover has been 
removed in the plan view to show the 
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interior of the instrument. Two metallic 
springs A and J?, are insulated from each 
other on the wooden base, and connected 
by wires W, W^ to the alarm circuit. 
They are kept out of contact against their 
elasticity by a plug P, of fusible alloy. 
When the temperature rises to a prede- 
termined abnormal amount, this plug 
melts and a contact is effected. 

In hotels, for the purpose of saving 
time by. having the guest specify on an 
annunciator the service desired, special 
forms of step-by-step annunciators have 
been devised, whereby a needle moves 
over a dial on which are marked the par- 
ticular services the office is ready to render. 
The stoppage of the needle opposite one 
of these, indicates the service the guest 
desires. A form of apparatus of this 
kind, shown in Fig. 139, is called a tele- 



330 ELECTBIC TELEGRAPHY. 

seme. This insti'iiiiieiit is placed in each 
guest's foom in the hotel. To make a call 
the hand of the pointer is moved until it 



Fio. 139.— Tki 



I'ests over the pai-ticular want, of the 137 
different wants which the pointer can 
indicate. The button £, is then pushed. 
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This closes a circuit from the room through 
au electrolytic annunciator^ shown in Fig. 
140, which indicates the number of the 
room in which the call is made. The 
receiving teleseme at the office is then 
connected with the teleseme in this room, 
through a second circuit and the pointer 
in the room released. This comniences to 
travel around the dial in a direction oppo- 
site to that of the hands of a watch, until 
caught by the zigzag bronze strap. This 
causes the instrument at the receiving 
teleseme to indicate the desired service. 

The electrolytic annunciator shown in 
Fig. 140, consists of an electrolytic cell 
provided with a glass front. In principle 
the apparatus closely resembles Sommer- 
ing's old telegraphic receiving instrument 
illustrated in Fig 26. At the back of the 
cell, and facing the observer, is a non-con- 
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ducting slab coDtaining a number of rows 
of metallic buttons. In the instrument 
shown there are 104 such buttons, each 
connected by a separate wire with the 
push button of a teleseme in the various 
rooms. When the push-button is de- 
pressed, the circuit of a battery is closed 
through the corresponding button in the 
electrolytic cell. The passage of the cur- 
rent through the liquid in the cell pro- 
duces a chemical decomposition which 
instantly deposits a reddish brown film 
over the surface of the button, as indicated 
in the figure at Nos. 48 and 69. This 
serves as a visual signal to the operator, who 
then establishes connection between the 
receiving teleseme and .the teleseme in the 
calling room by a plug switch. He then 
compresses the bag beside the instrument 
thereby forcing a stream of air through 
the liquid dissolving the film of deposit 
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on the calling buttons and clearing out 
the indicator for further use. This instru- 
ment enables a large number of guests to 
be accommodated with calls within a very 
limited space. In other words the electro- 
lytic annunciator has, in principle, advan- 
tages over the electromagnetic annunciator, 
both in compactness and in simplicity 
of operation. 

The annunciator principle has been 
extended from the limits of one building 
to a number of buildings through the 
entire limits of a city. By this means 
different houses may be connected with 
one of a number of central stations, 
whereby a limited number of services can 
be rendered to each house on call. For 
example, a messenger, policeman, cab or a 
fireman may be called. Such boxes are 
called district call boxes. To operate them 
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a lever is turned to a stop, placed over a 
mark indicating the particular service 
desired, and then released. During its 
return to the starting point, it effects a 
number of contacts Avithin the box separ- 
ated by appropriate spaces, so that there 
are sent over the line signals corresponding 
to certain movements of the Moi*se key. 
A form of call box is shown in Fig. 141. 
Here, in order to call, the handle is turned 
to the right as far as the signal indi- 
cated and then released. The connections 
of such a box with a central station are 
indicated in Fig. 142. The electromotive 
force HJ^ supplied by a battery, main- 
tains a constant current through the relay 
Vj at the central station, the lines I 1 
and T T^ and the spring contact resting 
upon the periphery of the contact plate 
B. When the handle A^ is turned, it 
causes the wheel i/, to make two com- 
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plete revolutions during release. The first 
revolution makes and breaks the circuit in 




Fig. 141.— Messenger Call Box. 

accordance with the serrations in the 
peripherjT^ of the wheel. The breaks, as 
they occur, cause the relay /•, to release its 
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armature, which closes a local circuit from 
the battery ^, through the back contact, 




Fig. 142. — Connections of Messbnger Call Box. 

thus operating the register g^ and bell B. 
During the second revolution of the con- 
ta<5t wheel, the cam C^ is caused to press 
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the two springs D and E. This grounds 
the line Z', through the bell 7^, thus allow- 
ing a current to flow from the main 
battery through this bell, notifying the 
subscriber that his call has beeii received. 
On the second revolution, the springs D 
and E^ are released and contact through 
the contact plate is restored to the main 
line. Z, is a lightning arrester, A num- 
ber of district call boxes are connected at 
the central station in series in one circuit. 

In municipal systems of fire-alarm 
telegraphy^ call boxes are mounted in 
suitable localities along the streets. 
These boxes are of two kinds, the heyed 
and heyUss. The keyed boxes require to 
be opened by a key in the possession of a 
constable, or other responsible person. The 
keyless box may be operated by any passer- 
by. They are sometimes covered with 
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glass windows which have to be broken 
in order to operate the mechanism. In 
other cases they are capable of being oper- 
ated directly by turning a large handle. 
Keyless boxes are generally provided with 
a large gong so that any person opening 
them arouses the neighborhood by the 
fact. The turning of a crank, or pulling 
of a knob or chain, sets in action a step-by- 
step movement, whereby the circuit is 
made and broken in periods corresponding 
to dots and dashes. These, registered at 
the central station, serve to indicate the 
number of the box which has sent the 
call. A number of these boxes are con- 
nected in series in a single circuit. The 
signal or set of signals is generally re- 
peated several times to make sure of suc- 
sessful transmission. 

In the city of Philadelphia, for example, 
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there are about 750 fire alarm boxes in- 
stalled, most of them being of the key- 
type. They are operated on the closed- 
circuit system, taking a current of about 
1/2 th of an ampere. On reception 
at the central office, the calls are dis- 
tributed to the various fii*e stations, where 
the darms turn out the fire engines as they 
may be needed, A single call at a fire 
alarm box may throw into action aboiit 
1,000 men in the. Fire Department. The 
central operating room, at which the calls 
arrive in the City Hall, is shown in F|g. 
143. Here a switchboard is shown at the 
back of the room, and the main receiving 
instruments for repeating the calls. The 
battery room for supplying current to the 
various fire and polfce call circuits in this 
system is represented in Fig. 144. Here 
2,000 cells of the bluestone gravity type 
are mounted in tiers. It is claimed that 
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for purposes of fire and police alarms 
voltaic batteries, though more expensive, 
are more reliable than dynamos operated 
by engines. 



CHAPTER XVIL 

SUBMARINE TELEGRAPHY. 

Wonderful as the transmission of a 
message across a continent by an aerial 
conductor admittedly is, the transmission 
of telegraphic messages across oceans by 
submarine conductors is still more wonder- 
ful. The depths to which submarine 
cables are laid, the difficulty which neces- 
sarily attends their repair, and the delicacy 
of the apparatus employed to work them, 
are constant sources of wonder to those 
who are first brought into contact with 
this branch of telegraphy. 

The first submarine cable of any con- 
siderable length, was an experimental line 

844 
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laid across the straits of Dover between 
Calais and Cape Grinez in 1847. Owing 
to the fact that this cable consisted simply 
of a copper conductor surrounded by an 
insulating layer of gutta percha, it lasted 
only a few hours. So frail a thread could 
ill stand the wash of the tides and waves 
on the shores. It demonstrated, however, 
the complete possibility of submarine 
telegraphy, at least over comparatively 
short distances of oceanic waters. After 
1847, submarine cables were rapidly ex- 
tended. In 1858, the first Atlantic cable 
was laid, between Ireland and New- 
foundland. This cable only lasted a few 
weeks. Its great length, for that date, with 
many small defects in its manufacture and 
operation, resulted in its failure by exces- 
sive leakage. In 1865, another cable was 
laid across the Atlantic, but broke in deep 
water before being completed. In 1866, 
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a third cable was successfully laid, and the 
1865 cable was recovered and repaired in 
deep water. 

At the present time there are 13 cables 
crossing the Atlantic, with a total of about 
158,000 nautical miles of submarine 
cable in working order over the world. 
Although this is enough to go about six 
times around the world, yet, as we have 
already mentioned, there is no complete 
circle around the globe, since, up to the 
present time, there is no Trans-Pacific cable. 
The cable system of the world, is repre- 
sented in Fig. 145. It will be seen that 
submarine cables skirt the eastern and 
western coasts of South America, and the 
eastern coast of North America. They 
girdle Africa, and extend in unbroken 
sequence from the United States to New 
Zealand and Japan. 
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Submarine cables consist of a conductor 
of stranded copper wires, an insulator, 
almost invariably consisting of layers of 
either pure gutta percha or gutta-percha 
mixture, a bedding of jute or hemp, and 
an external sheathing of iron wires covered 
by tape and compound. The conductor 
and insulator make up the cable ; the hemp, 
bedding, and external protecting wires, 
the sheathing. The core varies in size 
according to the length of the cable and' 
the speed at which it is to be worked. A 
small, long core has a slow speed of trans- 
mission. A large copper conductor, of 
short length, has a high rate of speed. 
The sheathing varies with the depth and 
nature of the sea bottom on which the 
cable has to rest. Deep-sea cables or 
sections, are lightly sheathed with slender 
steel wires. Shore-end cables or sections, 
which rest upon rocky bottoms, and have 
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to resist abrasion due to storms and heavy 
tides, are heavily ariaored. Consequently, 
a deep-sea cahle^ is a small, light cable 
weighing about 1 1/2 tons to the mile. A 
shallow- water cable, or shore end, is a heavy 
cable weighing, perhaps, 15 tons to the mile. 

Cross sections of the most recent trans- 
atlantic cable are shown in Fig. 146. 
On the right hand is shown the heavy 
shore end on the Irish coast ; next, the 
shore end on the Newfoundland coast; 
then two intermediate sections, and finally, 
the deep-sea section which is the smallest 
of all. The core is the same throughout, 
consisting of a central copper wire sur- 
rounded by 12 smaller ones, the object of 
the strand being to avoid the probability 
of an accidental fracture interrupting the 
continuity of the conductor. The copper 
strand weighs 650 pounds per nautical 
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mile, and lias a resistance of nearly 1 3/4 
ohms per nautical mile. The conductor 
is insulated by a gutta-percha envelope 
weighing 400 pounds per knot, or nautical 




mile. The length of this cable is nearly 
1,850 knots, or about 2,130 statute miles. 
It works at a speed of about 40 words, 
or 200 letters, per minute. The deep-sea 
section weighs only I ton per knot in 
water, and its breaking stress is over 6 
tons, so that the cable should support more 
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than 6 miles of its own weight in water. 
This cable has a considerably heavier core 
and a greater working speed than any 
other Atlantic cable. 

Some cables have been laid with cores 
insulated with india rubber, but the great 
majority have cores insulated with gutta 
percha. There seems to be no substance 
which stands pressure and submersion as 
completely as does this gum. Its duration 
under water appears to be indefinite; 
cables laid more than 30 years ago, still 
retaining the full insulating property of 
their gutta-percha coverings. 

In manufacturing a submarine cable, the 
copper strand is first prepared and then 
passed through tanks of melted gutta 
percha, in such a manner that successive 
coatings of melted gum uniformly sur- 
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round the strand, the cohesion of the 
different layers of gum being assisted by 
the interposition of an adhesive compound 
called Chattertovb 8 compound. The core is 
then coiled away, in half-mile lengths, and 
tested under water for electrical leakage 
and for the resistance of conductor. The 
core is then jointed, or put into a continuous 
length, and coated with its sheathing or 
armor in a machine called a clomig- 
macJiine. After completion, the cable is 
coiled away on board ships in large cable 
tanks provided for the purpose. 

The ship which lays a submarine cable 
has to be specially fitted for the purpose, 
and, when the cable has considei'able 
length, has also to be specially built. Such 
a vessel has to contain strong tanks firmly 
attached to her frame. These tanks are 
generally kept full of water after the cable 
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has been coiled in them. The largest 
telegraph ships can hold an entire Atlantic 
cable stowed away in their tanks. The 
ship has also to be provided with powerful 
machinery for paying out the cable on its 
ocean bed, or for picking it up when so 
required. Moreover, lead wheels, or guide 
sheaves, must be constructed between the 
tanks and the gear, to facilitate the passage 
of the cable along the decks. Finally, 
large sheaves have to be placed at the bow 
and stern of the vessel to enable the cable 
to be paid out, or picked up, without 
injury. A telegraph ship can always be 
recognized, even at a considerable distance, 
by these large bow and stern sheaves. 
Fig. 147, represents a cable ship in outline. 
A pair of bow sheaves on a bow platform, 
are illustrated in greater detail in Fig. 148. 

A particular form of steam gear for 
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picking up and paying out tbe cable is 
shown in Fig, 149, Here a lai^ steel 



Fig, 148.— Bow Sheaves of Cable Ship. 

drum /*, is capable of being driven slowly 
by the steam engine, or of being freed 
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from the engine and allowed to revolve by 
the tension of the cable wound over it, 
under the control of brakes, j, is a 



Fio. 149.— Cable Ship Gear. 

smaller wheel called b. jockey wlieel, from 
which the cable is led to the drum, around 
which it makes three turns. The cable 
passes over the guide sheave 8, and thence 
under the sheave of the dynamometer R, 
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which indicates the tension on the 
cable. After passing the dynamometer 
the cable is led straight over the bow 
sheave. 

When a cable has to be laid, the shore 
end is first landed and its extremity se- 
cured in a cable Jiut^ or small house con- 
structed on the beach above high-water 
mark. There are several ways of laying 
a shore end. It may be coiled away in a 
barge, which is afterward taken in tow by 
a tug, so that the end can be landed on 
the beach, secured to the cable house, and 
the cable paid out by the hauling of the 
tug. This method is illustrated in Fig. 
150, where the barge at the end of the pier 
is fitted with a paying-out sheave at the 
stern, from which the cable is seen to pass 
into the water. The tug ahead of the 
barge is ready to take it in tow, and cause 
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the cable to uncoil itself from the hold of 
the barge and pass out over the stern. 

Another method of laying the shore end 
of a cable is to anchor the ship securely, as 
near the shore as safety will permit, to 
then send a boat ashore with a rope, to 
pass the rope through a block anchored on 
the beach, return the end of the rope to 
the ship and haul upon the rope by a 
steam winch. When all is ready to haul, 
the end of the cable is lashed to the out- 
going rope and the cable is floated away 
from the ship on a succession of buoys. 
This method is illustrated in Fig. 151. 
Here the rope is seen, which leads back to 
the ship, and upon which the ship is sup- 
posed to be hauling. The line of buoys 
indicates the line taken by the cable in its 
passage ashore. In the figure, the end of 
the cable, if not actually ashore, has nearly 
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reached the beach. When the cable is 
safely landed, the buoys are released from 
the cable, which then sinks to the bottom. 
The buoys are picked up and the rope 
hauled in, leaving the end in the cable 
house. Care has to be taken, when the 
cable is not very heavy, to anchor the end 
securely in the house, because the pull 
which is needed to haul the cable out of 
the tank, when the ship gets under way, is 
considerable, and has sometimes pulled 
the cable end out of the house and into 
the water, to the great surprise of the 
operator in the cable house. 

After the cable is securely landed, its 
core, which has been sealed by the gutta 
percha being drawn in a viscid state over the 
copper, thus effecting a complete insulating 
envelope, is opened, the core is cleaned 
and dried, and the conductor is connected 
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with the instruments. These instruments 
are for testing the cable and for signalling 
to the ship. Throughout the entire proc- 
ess of laying a cable, even though it lasts 
two weeks, the testing never ceases, watch 
being kept day and night upon the insula- 
tion and electrical condition of the cable, 
both on ship and on shore. 

As soon as the shore end has been 
landed and connected at the cable house, 
and the ship is ready to start off, the 
anchor is weighed and the ship begins 
paying out the cable. The speed of the 
engines is so controlled that the cable 
shall not be pulled out of the tank too 
rapidly. The position of the ship is care- 
fully watched, from time to time, and 
plotted on the chart, and constant observa- 
tions are taken at the paying-out gear to 
ascertain how much cable is paid out, so 
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that the necessary amount of slack, or 
extra cable, may be laid. The depths 
along the route have all been carefully 
determined in advance and a surplus or 
slack is allowed according to the depth 
and the vreight of the cable. 

It is evident, that if the ship could pay 
out cable at an indefinitely high speed, the 
cable would be laid along a flat bottom, per- 
fectly stretched, or without any slack. In 
other words, the length of the cable would 
be exactly equal to the length of the 
bottom on which it rested. Such a cable 
could not, however, be lifted from the 
bottom in any depth, without breaking, 
since its elasticity would not be sufficient 
to permit it to rise in a loop to the surface 
when desired. It is, therefore, necessary 
to pay out a certain percentage of slack 
not only to enable the cable to be lifted to 
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the surface at any future time, but also 
to permit the cable to accommodate itself to 
the contour of the ocean's bed. The slack 
so paid out may be from 3 per cent, in 
shallow water, to 15 per cent, in deep 
water. The speed at which the cable is 
paid out may vary from 4 to 8 1/2 knots 
per hour, according to the weather, the 
type of cable, and the condition of the 
coiling. 

In fine weather, with a smooth sea, the 
tension upon the cable may vary from one 
to three tons according to the type of 
cable, and the depth of water, as well as 
the speed of the ship. In rough weather, 
the tension will periodically vary with the 
pitch of the ship and the mean tension 
only can be regulated. If the tension is 
too great the slack expended will be 
excessive and the cable will be wasted. 
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The drum of the paying-out gear will, 
therefore, have to be tightened in the 
brakes to retard the cable. On the other 
hand, if the cable is too taut there will be 
an insufficient amount of slack and the 
brakes on the paying-out drum will have 
to be released. 

A cable uncoils in a tank from the ex- 
terior turns, that is from the turn in con- 
tact with the wall, counter clockwise, until 
the interior turn at the eye of the tank is 
reached, when the cable then runs to the 
wall of the tank on the next flake, and 
uncoils again toward the eye as before. 
In this way one horizontal flake or layer of 
the cable is uncoiled at a time. The men 
in the tank assist the cable by lifting up 
the turn next in advance, so as to make 
sure that there shall be no adhesion be- 
tween one flake, and the next beneath. 
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Should two flakes adhere, a foul flake is 
produced, and a terrible tangle ensues 
which usually breaks the cable and leads 
to much expenditure of time, cable, and 
work. The cable is always whitewashed, 
before being coiled in a tank, so as to 
keep the pressure of the superincumbent 
layers from cementing adjacent flakes. 
Great care has to be taken, when un- 
coiling near the eye, that no foul flake 
shall occur, since the angular rate of 
uncoiling is, of course, considerably 
greater at the eye than at the outside 
turn. 

When a tank is nearly emptied of its 
cable, the operation of changing tanks is 
necessitated, that is to say the paying out 
has to change from one tank to another. 
For this purpose the speed of the vessel is 
slowed down shortly before the last flake 
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is paid out, and the rate of paying out is 
reduced to such as can be readily con- 
trolled, the bight or loop of the cable is 
then handled carefully as it leaves the 
tank and changes position, so that no kink 
or twist may occur, since such a kink 
would probably lead to the fracture of the 
cable, while passing through the machinery, 
and, as soon as the paying out commences 
in the next tank the speed of the vessel is 
increased as before. 

When the cable in two tanks has to be 
spliced together, or two lengths in the 
same tank, a joint and splice have to be 
effected. Ajointj is the connection of the 
cores, and a splice is the connection of the 
sheathings. Both of these require con- 
siderable skill, since, otherwise, a fault, 
electrical or mechanical, may occur. When 
a joint is made, the two ends of the core 
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are carefully prepared, cleansed and fixed 
in a vise. They are then soldered together 
in a scarf or diagonal joint. After cleans- 
ing the soldered connection, the gutta 
percha at each side is drawn down, after 
heating it with a spirit lamp, until, with 
the aid of a heated iron tool, the two 
coatings are united. Fresh layers of gutta 
percha are then added, interspersed with 
Chatterton's compound, by the use of 
sheet gutta percha cut off to the right 
size. This stock is carefully preserved in 
air-tight boxes, since gutta percha although 
absolutely preserved in water undergoes 
oxidation and decay in air, particularly 
under the influence of light. 

After the joint is completed and 
smoothed off, it is cooled by immersion in a 
bath of some suitable cooling mixture. It 
is then tested for insulation, and, after cool- 
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ing, the splice is commenced. The jute is 
first connected around the core, tied in 
position, and the iron wires, which are 
stripped in advance from one end of the 
cable, are laid up with the wires in the 
other end in nautical fashion. The splice 
is then served down with yarn with the aid 
of a tool called a serving tool^ the object 
being to press the wires tightly so as to make 
them thoroughly coherent. A well-made 
splice is as strong, mechanically, as any 
other part of the cable, but never looks so 
symmetrical as the cable itself, and can 
always be detected in its passage over the 
deck or paying-out drum. The positions of 
the splices, as they pass out, are always care- 
fully noted and marked on the chart so as 
to aid in detennining the positions and 
lengths, should the cable be subsequently 
raised for repairs. From two to three 
hours is usually needed to effect a careful 
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Joint and splice according to the skill 
of the workmen and the type of the 
cable. 

The cable is always connected on board 
ship to the testing room, where, by the aid 
of a voltaic battery and testing instruments, 
its electrical condition is constantly ob- 
served and recorded. For communicating 
with the shore through short lengths, the 
ordinary Morse apparatus is employed, 
but with considerable lengths of cable the 
speed of the Morse instrument becomes so 
slow, owing to retardation, that an instru- 
ment called the mirror galvanometer has to 
be employed. This apparatus is illustrated 
in Fig. 152. It consists of three parts: 

(1) A mirror galvanometer^ which is a 
delicate receiving instrument for showing 
the presence of a feeble electric current. 

(2) A lamp and shade for throwing a 
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beam of light on to the min-or of the 
galvanometer; and 

(3) A scale for receiving the beam of 
reflected light from the mirror. 



I 




Pig. 153. — Mirror Spbakihg Inbtbdmbnt. 

The galvanometer consists of a coil 0, 
of fine insulated copper wire, mounted 
upon a base H, and connected to the 
cable by the binding posts t, t, t, different 
binding posts being connected to difEerent 
portions of the coil. M, i^ a. permanent 
magnet with its poles at n and s. In the 
centre of the coil C, and, therefore, in a 
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line joining the poles n and 5, a small 
permanent magnet, formed of a piece of 
watch spring, about a quarter of an inch 
long, is suspended on a vertical fibre. 
This magnetic needle tends to remain 
in a horizontal position between the 
poles n and s. When, however, an electric 
current passes through the convolutions 
of the coil, the coil becomes magnetized, 
magnetic flux passing through the coil 
in the direction of its axis, threading the 
coil either toward the observer or from 
the observer, according to the direction 
of the current. Under these circum- 
stances the resulting magnetic flux at 
the centre of the coil is due to two 
components ; first, the flux from the per- 
manent magnet across the coil, and second 
the temporary magnetic flux due to the 
M. M. F. of the coil, in a direction 
along the axis of the coil. The needle, 
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therefore, tends to turn around the fibre 
and point in a direction along the axis; 
i. e.y it will turn from a position across the 
coil to a position slightly inclined towards 
the axis, either to the left or to the right, 
according to the direction of the current in 
the coil. These movements may be very 
powerful, if the current strength of the 
coil is great, so that with a powerful cur- 
rent the needle may tend to set itself 
almost along the axis, but with a very 
weak current through the coil, the disturb- 
ance of its position may be very small, or 
the deflection of the needle due to the cur- 
rent may be scarcely perceptible to the 
eye. A little mirror, however, is fastened 
to the front surface of the needle and a 
beam of light from the lamp Z, is trans- 
mitted back to the sheet of white paper 
placed in the holder ^ at a suitable dis- 
tance from the instrument. So long as 
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the needle is quiescent, the reflected beam 
of light will form a bright motionless spot 
upon the paper in the holder, but, as soon 
as any electric current passes through the 
coil, the deflection of the mirror through a 
very small angle will cause the spot of 
light to be deflected either to the right or 
to the left. The beam of light in fact 
constitutes a weightless pointer, or index 
of the position occupied by the sus- 
pended magnet. 

The signals are so sent that a negative 
current, for example, causes the needle and 
spot of light to deflect to the left, while a 
positive current, will, on the contrary, 
cause the needle and spot to deflect 
toward the right. A dot will then corre- 
spond to an impulse of negative current, 
and a dash to an impulse of positive cur- 
rent. Consequently, when a dot is sent, 
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the receiving operator observes the spot 
of light to give a jump to the left and 
then return to its original position. By 
watching the movements of the spot of 



Fig, 153.— Cable Sending Keys. 

light the message can be spelled out, at a 
speed which may be as great as 25 or 
even 30 words per minute. 

The sending instrument employed for 
mirror signals is shown in Fig. 153, in its 
simplest form. It consists of a pair of 
finger keys, one of which is operated by 
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the index finger, and the other by the 
second finger of the right hand. Two 
brass strips are connected with the termi- 
nals L and E. The former, being con- 
nected say to the cable, and the latter to 
the earth or ground ; or, on board ship, to 
the steel hull of the vessel. These strips 
rest by their elasticity against two back 
contacts in the strip ^, connected with the 
terminal Z. By depressing one of these 
keys it is lowered out of contact with the 
strip Z, and placed in contact with the 
strip (?, connected to the terminal G. 

The signal battery is connected with, 
say its copper or positive pole to the termi- 
nal CJ and its negative or zinc pole to the 
terminal Z. The effect of leaving both 
keys up is to allow the line to remain 
grounded through the two back contacts. 
The depression of the left-hand key breaks 
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the circuit and inserts the battery with 
the copper pole to line and the zinc pole 
to ground, corresponding to a dot signal, 
while the depression of the right-hand 
key reverses this connection and puts the 
copper pole to ground and the zinc pole 
to line, thus corresponding to a dash 
signal. The rate of hand signalling by 
these keys is from 20 to as high as 30 
words per minute. The maximum speed 
of the Morse key is not attainable, since 
the impulses employed are only those of 
the finger and wrist instead of the finger, 
wrist and arm as in the case of the Morse 
key. 

The connections of these instruments 
with the cable are indicated in Fig. 
154, where K^ K\ are the keys, Jf, M\ the 
mirror instruments, L L\ the cable con- 
ductor, Sj S'j switches, and G^ ground; 
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ey e\ are signal batteries. At^, the switch 
IS turned to send, and at By it is turned 
to receive, so that A^ is supposed to be 
sending a message to B. 





UQ Qq Qq Qq 

Fig. 154.— Diagram of^ablb Signalling Connections. 



The sensibility of the mirror instrument 
is so great that a single cell, such as might 
be formed of a copper percussion cap with 
a zinc wire in it, or of an orange with 
a steel knife and silver fork thrust 
in it, will serve to signal across the 
Atlantic cable with some little adjust- 
ment. Usually, however, a battery of 10 
or 20 cells is employed and the greater 
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tbe E, 3L F. tLe sharper and swifter the 
rignalling up to a certain limit. 

If fine weather continues the ship can 
continue to lav a cable until either the 
whole iYvrXikUizi^ Ls covered, or untU her 
j»tock of cable is exhausted. Should the 
weather become boisterous, it becomes 
uece$wary to cut the cable and buoy the 
end of it. As soon as the cable is cut, 
the core is sealed water-tight, after giving 
the shore final notice, and instructing the 
keeping of a watch for the call of the ship 
when the end is raised. The end of 
the cable is then carefuUy secured to 
a length of chain with an anchor attached 
U> it, called a mushroom anchot^ such as 
illustrated in Fig. 155. This anchor is 
intended to moor the end of the cable 
without allowing the anchor to fasten 
itself inextricably among rocks. The end 
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Fig. 155. — Buoy Mooring with Mushroom Anchor. 
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of the cable is then lowered away from 
the ship with a rope of steel and hemp 
fastened to it until the end is safe on 
the bottom of the sea, when a buoy of 
the shape shown is slipped upon it. This 
buoy is made of sheet steel in different 
sizes according to the weight which it 
has to support. An ocean buoy is about 
8 feet high, independently of the flag- 
staff and beacon. At sea these buoys 
are kept in the rigging of the ship 
and are often so large that their presence 
is apt to liave a local disturbing effect 
upon the ship's compasses. 

When the ship reaches her destination, 
the shore end of the cable has to be laid 
at that point. This is usually laid in 
advance of the ship's arrival, and its end 
buoyed. The ship pays out the cable 
until she reaches this buoy, when she 
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takes it up at the bows, steadily hauls 
on board the rope fastened to the cable, 
brings the buoyed shore-end up, and then 
proceeds to make a final splice between 
this shore end and the cable which has 
been paying out. For that purpose the 
cable is cut on board, and passed forward 
to the bows, so that the two ends may be 
spliced together. As soon as all is ready 
the splice is dropped and the cable is then 
electrically completed from end to end. 



CHAPTER XVIII. 

OPERATION AND MArNTENANCE OF GABLES. 

We have already seen that while a 
short submarine cable may be operated 
like an overhead land line, by the usual 
Morse or Wheatstone apparatus, long 
cables require special, delicate instruments 
if they are to be worked at any speed, 
for, having a given type of core with 
determined electrical constants, the speed 
of signalling is always found to be 
inversely as the square of a cable's length, 
so that if 320 words per minute can be 
just reached on a cable 300 miles long, 
with the aid of a Wheatstone instrument, 
only 80 words per minute can be just 

382 
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reached on a cable 600 miles long, and 20 
words a minute on a cable 1,200 miles 
long. 

The mirror receiving instrument was 
the first commercial apparatus for the 
operation of long submarine cables. In 
fact without this instrument long sub- 
marine cables would scarcely have become 
commercially successful. The disadvan- 
tage of the mirror instrument lay in the fact 
that it required two men to operate it ; 
one for reading the signals aloud, or 
spelling out the letters from the move- 
ments of a* spot of light which is flashed 
to-and-fro on a sheet of paper, and the 
other to write the letters down and 
put them into words and sentences. 
Moreover, no record was kept of the 
signals beyond the recording of their 
interpretation by the reading operator. 
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The firat difficulty has been overcome by 
allowing the .spot of light to fall upon 
the sheet of paper on which the operator 
writes, so that by practice he is enabled 
not only to follow with his eye all the 
motions of the beam of light, and so 
decipher these into letters and words, but 
also to write the w^ords down, with his 
pencil. The latter difficulty of non-re- 
cording has never been overcome with 
the mirror instrument. A recording ap- 
paratus has, however, been introduced, 
which while not quite so delicate as the 
mirror instrument, yet enables long sub- 
marine cables to be operated at practically 
the same speed. 

This instrument, called the siplion 
recorder^ is represented diagramatically in 
Fig. 156. Here a coil of insulated copper 
wire li h\ is suspended by threads between 
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tLe poles of the large and powei"fnl 
magnet ^ S. When no cuirent passes 
through this coil, the suspension causes it 




Fia. 156. — SiPBON Recordbr. 

to hang in the plane of the poles. If, 
however, a current passes through the coil, 
it develops a M. M. F. and a magnetic 
flux which cause the coil to deflect to one 
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nido or the other about its vertical axis 
of HiiMjHUiHion. These movements, which 
tuny be very feeble, are magnified by 
iiM/Hching a thread from one corner of the 
(!oil to a delicate glass siphon with a fine 
r/ipillary bore whose extremity rests just 
ovnr a band of moving paper without 
Hc.tuully touching it. Consequently, when 
no curnuit paHses through the recorder 
coil, tlui ink, which is caused to squirt 
through the niphon from the ink well, forms 
a lln(^ line along the centre of the moving 
p/iper l)and ; but, when the coil moves to 
the right or left, it causes the siphon to 
\m Himilarly deflected and to make a cor- 
rcHponding deflection in the ink line. The 
(continental Morse alphabet, as it appears 
upon recorder slip with a cable of moder- 
ate length, is shown in Fig. 157. The 
Morse alphabet is not used on long cables, 
principally because the spaced letters would 
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be difficult to detect, and would, therefore, 
be liable to give rise to errors in trans- 
mission. 

On short cables the recorder signals 
stand out with each dot and dash clear 

A.B CDEFG HIJ K LM 

NOPQRSTUVWXYZ 
Fig. 157.— Cable Alphabet. 

and sharp, but, as the speed is increased, or, 
as the length of cable increases with a 
given speed, the signals tend to merge and 
run into each other, so that it takes a 
trained eye to read the signals. Thus, 
while the separate dots and dashes are 
fairly distinguishable in Fig. 157, yet they 
are much less clearly discerned in the 
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Hpecirnen of Fig, 158, which shows a por- 
tion of an actual message received, on an 
Atlantic cable, from Lord Kelvin, the 
inventor of the speaking miiTor galva- 



' 



think 



o f me as 



friend 



and 



comrade 



Kelvin 

Pio. 1/58.— End of Lord Kelvin's Message to Ameri- 
ca an Klkothicians in New York on the Occasion 
OV HIH JuniLKE. 

noineter and siphon recorder, upon the 
ocAUiHum of his jubilee at Glasgow Uni- 
versity in 1896. 

Figs. 159 and 160, show two forms of 
siphon recorder. In Fig. 159, the coil is 
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suspended between the poles of a lai'ge 
vertical horseshoe permaneut magnet 



. 159. — Siphon Rbcoiidbu, 



M M. The ink is forced through the 
siphon in this instrument by electntication, 
that is to say the ink well, into whieli the 
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siphon dips, ia jnsulated and charged to a 
high voltage by an electrical influence 



Fid. 160.— Siphon Recorder. 

macbine, so that the ink being powei-fully 
repelled, is urged from the siphon point on 
to the moving paper. The electrification 
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is obtained from the influence machine E^ 
which is driven by a small electric motor 
operated by a battery. In Fig. 160, the 
ink is not electrifi^ed, but the siphon is 
kept in vibration, in a vertical plane, by a 
trembling electromagnetic attraction, so 
that the ink is shaken out of the siphon on 
to the paper slip, capillary attraction fill- 
ing the siphon as fast as it is emptied. 

All important long cables are duplexed 
so as to permit the simultaneous sending 
of messages in opposite directions. The 
balance in such cases is always more diffi- 
cult to obtain than with the ordinary 
Morse system on land lines ; owing to the 
greater sensitiveness of the apparatus. 
Special condensers have to be employed to 
form the artificial line, which is, conse- 
quently, a comparatively heavy and costly 
apparatus. The principle of operation is, 



JW2 kijEctuic telegraphy. 

hi)VV«v(M', tlie Haine as that which we have 
rtlreiuly doHcribed in connection with land 
VuwM. In duplex working there is no 
Hwitch employed, the I'eceiving instrument 
h^Miig alwayw in circuit. In simplex work- 
irij^ a Hwitch is employed. 

Tlionj are no means yet known for 
(^iilntr diphjxiiig or quadruplexing a long 
Hiibin/iritie cable. In the same way, no 
uwtiUH li/ive yet been devised for auto- 
maf/ic/dly repeating a message from one 
h)Uf^ Hiibmarine cable to another. Short 
cabNiM can, of course, be operated by Morse 
iv,\)o.iiU*rH in the usual way, but the signals 
on a long cable are not only so faint that 
the r(}c(Mving mechanism has not the power 
to make repeating contacts with sufficient 
flrmncHH, but the distortion of the signals, 
already alluded to, would prevent such 
contacts from being properly timed and 



OPERATION OF CABLES. 393 

spaced. When a message is sent from 
New York to Bombay, it may be sent first 
from New York to a cable station in Nova 
Scotia ; then from Nova Scotia to Ireland ; 
from Ireland to London ; from London to 
Marseilles ; from Marseilles to Malta ; 
from Malta to Alexandria, Egypt ; from 
Alexandria to Suez ; from Suez to Aden, and 
from Aden to Bombay. Consequently, 
the message by this route would have to 
be repeated eight times before its final 
reception at Bombay. Taking the total 
distance as roughly 10,000 miles, this 
represents an average of about 1,100 
miles at each transmission. There are 
therefore, in this particular transmission, 
nine times, at which it is possible to 
introduce an error or errors into the 
message. 

It was formerly the invariable practice 
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to write down a message as it was 
received at each intermediate station and 
retransmit the message from this written 
record. A plan has, however, been 
generally introduced wherever possible, 
to retransmit messages from the recorder 
slip without first writing it out. Conse- 
quently, the repeating of a message in 
such a case is performed through the 
agency of the operator, instead of by auto- 
matic mechanism. In other words, the 
message is received, say at Aden from 
Suez, on the recorder slip, and is retrans- 
mitted by the operator on the next circuit, 
or to Bombay, as fast as it is received at 
Aden. At the end of the message, the 
operator at Aden reverses the connections 
between the sending and receiving cables, 
so that he is now able to act as a manual 
repeater in the opposite direction, or from 
Bombay to Suez. 



OPERATION OF CABLES. 396 

With lines operated by duplex both cir- 
cuits may be continually operated by 
manual repeater, so that at Aden one 
operator is always repeating messages from 
the Suez cable to the Bombay cable, and 
another operator is always sending mes- 
sages from the Bombay cable, on to the 
Suez cable. Such a system is only applic- 
able to through traffic, since way traffic 
necessitates its interruption. Whereas, on 
land lines using automatic repeaters, 
several repeaters may be included in one 
long circuit, when long cables employ 
manual repeaters it is not found advan- 
tageous to employ more than one manual 
repeater in any one combination circuit. 

Apart from the fixed charges upon the 
capital investment, the frequent repetition 
which is rendered necessary for cable 
messages over great distances, adds 
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materially to the cost of operation and 
transmission. It is necessary that the 
operator should be skilled in transmission 
and should make as few errors as possible, 
since in many retransmissions a message 
might be mutilated beyond hope of 
deciphering. Particularly is this the case 
with messages in foreign languages, and 
with code messages, which, owing to their 
economy in the number of words trans- 
mitted, are so much in vogue. 

It is customary, in a large cable system 
to employ a clearing house whereby every 
message sent over the system is returned 
to the head oiRce, and a comparison 
effected between the original message as 
received for transmission, and the final 
message as delivered to the addressee. 
In case of any errors appearing in this 
comparison the records of the intermediate 
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offices are exainined and the error traced 
to the delinquent operator, who is fined 
for the same, perhaps three months after 
its occurrence. So accurate do operators 
become, under training of this character, 
that it is not a rare occurrence for a skilled 
operator to work steadily eight hours a 
day sending and receiving messages, and 
yet not to have a single error recorded 
against him in a whole month's work. 

The exigencies of cable traffic require 
that at certain hours of the day, the 
streams of messages shall be in one direc- 
tion, and at other hours, in the opposite 
direction. The usual custom is to refer 
all messages to Greenwich time as a 
standard of comparison, so that each mes- 
sage in transmission carries with it the 
Greenwich time of its reception, thus 
• eliminating all calculations involving local 



398 ELECTRIC tELEGRAl>Hlf. 

time in determining the period of transit. 
Where an extensive cable system is 
operated, it is customary to give prece- 
dence to messasjes which have to be sent 
long distances between important tele- 
graphic centres, over messages which only 
have to be sent short distances to less 
important commercial centres. In other 
words, through traffic usually takes prece- 
dence over way t/i^affix^^ unless the latter has 
become heavily delayed. By this means 
the average time of transmission is greatly 
reduced. 

When special swiftness is desired, a 
messasre can be sent from New York to 
Japan around the Western Hemisphere in 
a few minutes, but under ordinary condi- 
tions, the time required for the transmis- 
sion of such message might average several 
hours. This time is required for changing 
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from circuit to circuit, since, of course, each 
signal only occupies a small fraction of a 
second in passing from the sending to the 
receiving end of any one circuit. When a 
transmitting key is depressed on an Atlan- 
tic cable in America, the signal commences 
to make its appearance in Europe in 
about the one-seventh of a second ; and, all 
through the transmission, the signals, as 
repeated by the siphon recorder on the 
moving paper slip, are a fraction of a 
second behind the keys of the operator at 
the sending end. The speed of transmis- 
sion on a transatlantic cable, operated by 
hand, is from twenty to twenty-five w^ords 
a minute, and this means that the message 
is being forwarded across the ocean at this 
speed, but each signal arrives a fraction of 
a second later than it is sent. 

The interior of a cable office is repre- 
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sented in Fig. 161. There are four 
recorders R, H, Hj R. The moving band 
of paper is represented in the foreground, 
at D D ; the signalling key K^ and a 
switch S^ constitute the equipment for 
simplex working. T^ V^ are ventilators. 

When submarine ocean cables were first 
laid it was a matter of speculation as to 
how long they would last, and as to 
whether they could ever be repaired. It 
was supposed by some that in shallow 
waters there would be no great difficulty 
in repairing a broken cable, but that in 
deep water the difficulties would be over- 
whelming. The repair of the Atlantic 
cable of 1865, in mid-Atlantic, in more 
than two miles of depth of water, settled 
the question of deep-water repairs beyond 
dispute. It has been found that wherever 
a cable rests upon a rocky bed it is prac- 
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tically sure, sooner or later, to be injured 
by abrasion, especially in shallow water 
where waves or currents are present. 
A cable which rests upon a rocky shore is, 
therefore, destined to give much trouble in 
repairs. In some parts of the world, where 
cables are landed upon a rocky shore, it is 
not unusual for a heavy gale upon the 
coast to produce an interruption of the 
cable. Consequently, a cable sj'stem re- 
quires the existence of duplicate or tripli- 
cate lines, to prevent total interruption of 
the traffic by accidental cable fractures, 
and, therefoi'e, the maintenance of specially 
equipped repairing telegraph steamships. 

The faults which occur in submarine 
cables are of two kinds ; viz., first the 
total fracture of the cable ; or, as it is 
*called, the parting of a cable on its rocky 
bed, usually due to suspension across a 
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submarine chasui ; and second, a heavy 
electric leakage, due to some imperfection 
in the gutta-percha envelope. This may 
be due either to some imperfection in the 
manufacture of the core, to the presence 
of an imperfect joint, to the ravages of the 
teredo or boring vrorm, which penetrates 
the gutta-percha envelope, to chemical 
decomposition due to the action of some 
salt, on the bottom of the sea, exercising 
a local corrosive influence; or, finally, to 
partial abrasion. A fracture completely 
interrupts all telegraphic communication. 

A partial fault may vary in its conse- 
quences according to the magnitude and 
position of the leak, from a slight impair- 
ment in the rate of signalling, to a com- 
plete suspension of signals. 

As soon as the signals are found to 
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suffer from the presence of a fault, it be- 
comes necessary to determine its position 
with a view to repairing the damage. We 
will suppose that an Atlantic cable sud- 
denly breaks without warning, perhaps, in 
the middle of a message. It is necessary 
to determine where the break has occurred. 
This is done by measuring the electric 
' resistance of the conductor from each end. 
If the cable had normally a resistance of 
8,000 ohms in its copper conductor, and 
when broken, the resistance from each end 
was found to be precisely 4,000 ohms, 
then it would be obvious that the fracture 
had occurred exactly midway in the electric 
resistance of the line. The electric resist- 
ance as measured from each end, after due 
corrections have been made for the resist- 
ance offered by the exposed conductor at 
the fracture, gives the electrical distance of 
the fracture from each end of the line. By 
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reference to the records which have been 
kept of the conductor during its manufac- 
ture, laying, and subsequent testing, the cor- 

• 

responding distance, in miles of cable from 
each end to the point where the fracture 
exists is readily computed. With these 
data the position of the fracture on the 
chart is next determined by the aid of the 
records made during the laying of the cable. 

The accuracy of the determination 
of the exact location of a fault depends 
upon the accuracy of the data in 
each step of the process. An electrical 
determination, though very accurate as 
regards the number of ohms between 
the shore and the fault, may, never- 
theless, be miles in error owing to im- 
perfect mechanical or nautical data. On 
the other hand, the mechanical and lay- 
ing records may be very accurate, and yet, 
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owing to imperfect electrical measurements, 
the position may also be largely in error. 
The electrical position of a fault can almost 
always be determined within 25 miles. 
When a fault is so large as to require 
repair, it can, in many cases, be determined 
to a mile, and, in rare cases, to a few 
yards. 

The repairing ship proceeds to the point 
on the chart, indicated by the measure- 
ments and computations, and, having 
reached this position, lowers a buoy with a 
mushroom anchor. This is called a marJc 
huoy^ and serves to preserve the position in 
case wind or current should cause the ves- 
sel to drift. A sounding has first to be 
made, in order to ascertain the depth of 
water, and an additional length of rope 
must be allowed to make sure that the 
mushroom anchor has a fair hold on the 
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bottom. In rare instances cables have been 
repaired in three miles of depth of water. 
The surface of the ocean's bed, when com- 
posed of sand, mud or ooze, is usually fairly 
smooth and uniform, so that, when once a 
cable is laid on such a bottom, with, a suf- 
ficient amount of slack, there is no reason 
why it should ever break, the galvanized 
steel wires used as sheathing often appear- 
ing in perfectly good condition after many 
years' submersion. On rocky bottoms, 
however, submarine precipices are by no 
means uncommon. In very rare cases a 
difference of depth of half a mile has been 
found between soundings taken at the bow 
and stern of a ship. 

As soon as the weather permits, grap- 
pling begins for one end of the broken 
cable, within view of the mark buoy. 
If the cable lies east and west, the ship 
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puts down a grapnel on one side of the 
line, with a sufficient extra allowance of 
rope, and pulls the grapnel slowly over 
the bottom in a north and south direc- 
tion. The grapnel, in its simplest form, is 
a heavy six-pronged iron hook, as shown 
in Fig. 162. It lies on its side on the bot- 
tom, burying two of the hooks in the 
mud. The ship pulls the grapnel along at 
a steady rate of about half a mile an 
hour, the strain on the grapnel rope being 
carefully watched. When the cable is 
hooked, the strain slightly rises with a 
steady elastic tension, while if rocks are 
engaged the strain rises more rapidly and 
with sudden jerks. In some cases the 
vessel moves so slowly, and with so little 
steerage way, that in deep water the man 
at the wheel is the first to ascertain that 
the grapnel has hooked, owing to the 
ship no longer responding to her rudder. 
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The length of the sweeps which are made 
to-and-fro across the line of cable, depend 
upon the accuracy with which the line of 
cable is laid down on the chart, and the 
accuracy with which the position of the 
ship has been determined at the mark 
buoy. In the vicinity of land, where 
angles and bearings have been obtained in 
both operations, the sweeps are short ; but, 
far out of sight of land, where the errors 
in longitude may amount to several miles, 
the sweeps may be ten miles long. 

Rocky bottoms cause great annoyance 
and delay, not only because the vessel has 
to stop grappling and commence lifting as 
soon as the strain indicates a hook, but also 
because, from the suddenness with which 
the strain increases at a rock, the prongs 
of the grapnel are apt to be torn off. In 
shallow w^ater, on a rocky bottom, many 
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grapnels may be disabled from this cause 
in a single day. A form of centipede 
grapnelj which is especially adapted to 
rocky bottoms, is shown in Fig. 162. 
This form of grapnel is also more easily 
repaired on board ship by the blacksmith. 
A form of chain grapnel is also shown. 
The same figure shows a form of grap- 
nel which automatically releases its prongs 
when thus engaged with a rock, but which 
cannot release a cable when once hooked. 
The prongs of this grapnel abut upon a 
powerful spring in the base, which, at a 
certain tension, allows the prongs to fly 
back and release a rock. When a cable is 
hooked, however, it falls on two fixed 
prongs at the base of the moveable prongs. 
Consequently, the spring is powerless to 
release it. 

When the cable has been hooked, the 
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ship is stopped, and the grapnel rope is 
slowly hauled in. If the end is not too 
far away, the bight of the cable will lift 
easily, dragging the short end along the 
ground as it does so. But if the cable is 
intact for a considerable distance on each 
side, and if the ship is in deep water, the 
strain on the cable will, probably, increase 
until the cable breaks at some point, in 
which case the lost end must be grappled 
for afresh. On raising the bight of the 
cable to the bows, it is secured by chains 
and the grapnel is then removed. The 
bight is then cut at the bows, between the 
fastenings, so that each end is finally 
secured to the vessel by a chain. 

The apparatus in the testing room is 
now connected by an insulated wire to 
each end of the cable core, and by tests it 
is soon determined which end of the cable 
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is intact, and which faulty. The ship 
then calls the shore station, say America, 
by a signal, using a mirror galvanometer 
as the receiving instrument, unless the 
cable is short, when a Morse instrument is 
used. The American station, which has 
been keeping a lookout day and night for 
the call of the ship, answers, and tests and 
messages are rapidly exchanged. The 
ship then notifies the shore that it is 
about to seal and buoy the end, and to 
keep a lookout for calls until further notice, 
after which the end of the core is sealed, 
thus preserving the insulation of the cable 
to America. The end, secured by a mush- 
room anchor and buoy, is then dropped 
to the bottom of the sea. This buoy is 
called a cable huoy^ in contradistinction to 
a mark buoy. The ship then proceeds to 
pick up the short faulty end, following 
the cable line as she does so, and coiling 
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the picked -up cable away in a tank. In 
this way the cable will either break, or 
the faulty end will come up. A gap of 
some length, perhaps several miles, is 
therefore left in the line of cable. The 
ship then proceeds to grapple for the 
European end, beyond the fracture, pro- 
ceeding in the same manner as before. 
When the cable is again hooked, the 
bight is raised to the surface as before and 
the European end is brought into com- 
munication with the ship's testing room. 
After ascertaining that this end is in 
good electrical condition, and exchanging 
messages with the European station, the 
ship commences a joint and splice between 
this European end and her own cable. 
The short end of the break on the west- 
ern side, is then either hauled in, or 
abandoned by letting it go. 
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When the splice is finished and has 
been found to test satisfactorily, the ship 
commences paying out toward the Ameri- 
can buoyed end. On reaching this, she 
slows down and sends away a boat to pre- 
pare the buoy for picking up. A rope is 
then thrown to the boat from the bows, 
and made fast to the chain leading from 
the buoy to the American end. At a 
signal from the ship, the boat releases the 
buoy, which is then picked up at the 
vessel's side, and hauling in commences on 
the moorings leading to the submerged 
end. All going well, the American end 
comes up safely with the mushroom 
anchor. The testing room is put into 
comnmnication with it and messages 
exchanged. When all has been found in 
good order, the ship's cable, which has 
ceased to be paid out, is cut, and both 
American and European ends hang to- 
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gether from the bows. They are brought 
together for the final joint and splice, after 
the completion of which the final splice is 
let go. 

A cable repair may last any length 
of time, from a few days to several months, 
depending entirely upon the nature of 
the cable, the depth of water, the skill 
of those engaged on board the ship, the 
nature of the bottom, and a variety of 
other circumstances. It is evident, how- 
ever, that all such operations entail great 
expense. A number of cable repairing 
steamships are employed in diflferent parts 
of the world. 

Although cables have -been repaired at 
three miles depth of water, the average 
depth of cable lifting is, however, less than 
half a mile, since fractures and abrasions 
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most frequently occur in shallow water. 
The bottom of the ocean in deep water is 
generally found to be formed of sand, mud 
and ooze, and very little organic life is 
discovered at great depths. In shallow 
water, however, rocks are more common, 
and, in the tropics, corals abound, so that 
a cable, when picked up from a coral 
bottom, often comes up covered with quite 
a garden of many-colored corals in great 
variety of form. It is very rarely that a 
cable is found to sink in mud in the 
course of a few years. Only a few in- 
stances have been known in which special 
grapnels with extra long prongs have been 
necessary to pick up a cable that has be- 
come covered by, or sunk in, soft mud. 



CHAPTER XIX. 

SIGNALLING WITHOUT WIRES. 

We have heretofore described methods, 
whereby, for the purpose of carrying on 
telegraphic communication, either aerial, 
subterranean, or submarine conductors are 
employed. In addition to these methods, 
there are means whereby telegraphic com- 
munication can be established without 
wires. These methods may be divided 
into two distinct classes; viz., the non- 
electric and the electric. Of the former 
there are two distinct systems; the 
heliographic^ and the semaplwric systems. 
The latter class is akin to inckiction teleg- 
rapliy already alluded to in connection 
with telegraphy to moving trains. 

418 
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Heliographic trans^nission is based on 
sending flashes of sunlight, reflected from 
a mirror, to a distant station, the flashes 
being caused to follow one another in a 
manner corresponding to dots and dashes 
of the Morse code. Fig. 163, shows a form 
of heliograpli. J/, is a mirror mounted on 
a tripod T, A small area at the centre of 
the mirror is left unsilvered. The arm Ay 
is employed as a sighting sticky directed 
toward the station with which communica- 
tion is to be held. The operator places 
the sighting stick in line with the centre 
of the mirror, by observing through the 
hole in the back of M. The beam of sun- 
light is then thrown upon the distant 
station by illumining the sighting stick 
with the beam. Signals are sent, either by 
intercepting the beam with an opaque 
object, such as a cap, at intervals cor- 
responding with the spaces in the Morse 
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code, or the mirror is manipulated so aa to 
throw the beam on and off the sighting 



Fio. 163.— Hbuoobaph. 



sticlt, and thus remove and restore the 
flash at the distant station. In tropical 
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countries, where sunshine is available for 
most of the days of the yeai', this ap- 
paratus is often a very economical tele- 
graph, as many miles may be covered at a 
single stretch. 

At night, similar signals may be sent by 
the aid of lanterns, or electric arc-light 
projectors. In all heliographic and lan- 
tern transmissions, care has to be taken 
to make the dashes of full or extra length, 
and the dots comparatively short, since 
the retention of light by the retina of the 
receiving obsei'ver, would, otherwise, tend 
to obscure the signals. Whistles on 
locomotives and steamers, have been 
employed in a similar manner by the use 
of the Morse code. 

Flag signalling is extensively used by 
the signal corps of armies. A light flag. 
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held in the hand, is wared to the left for 
dots, and to the right for dashes, as 
observed by the receiving operator; or, 
the swing is a short one for a dot, and a 
longer one for a dash. 

Various attempts have been made to 
telegraph without the aid of conductors. 
Up to the present time it has only been 
found possible to send signals from a 
transmission circuit composed of con- 
ductors grounded at each end, the two 
circuits being only connected electrically 
through the medium of the ground. In 
some cases, feeble signals are received in 
the receiving circuit by conduction from 
the ground, the current passing from one 
ground plate to the other, in the trans- 
mitting circuit, through the mass of the 
ground in the vicinity, the current dif- 
fusing in this passage over a very con- 
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siderable area, so that a small fraction of 
the transmitting current may be picked 
up by the ground plates of the receiving 
line. 

In other cases the transmission is 
effected either by electrostatic or by 
electromagnetic induction^ between two cir- 
cuits, of a character akin to that already 
described in the chapter upon telegraphy 
to moving trains. The method has been 
adopted to some extent in communicating 
between an island and the mainland ad- 
joining it, but, up to the present time, the 
limiting distance has been only a few miles. 
Similar results have been obtained in 
endeavors to signal electrically to moving 
ships, the distance to which such signals 
have been effectually carried being, how- 
ever, very limited. 
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Active Conductors, Diagram of Magnetic Flux, 
Surrounding, 50. 

Wire, Magnetic Properties of, 47. 
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, Magnetic, 59. 

, Practical Unit of, 46. 

Aero- Ferric Magnetic Circuit, 64. 

Alarm, Burglar, Closed-Circuit System, 322. 
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Alternating E. M. R, 121. 
American Code, 99. 

Telegraphic Joint, 169. 

Ampere, 43. 

Tarns, 57. 

Anchor, Mashroom, 378, 379. 
Annunciator, Electrolytic, 331. 

, GravJtj-Drop, 316. 

, Hotel, 320. 

, House, 318. 

, Indicating-Ball, 312. 

, Step-bj-Step, 329. 
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Apparatus, Morse, Early Form of, 79. 
Apparent Resistance, 236. 
Armature of Dynamo, 121. 

of Magnet, 64. 

Armored Cable, 348. 
Arrester, Lightning, 179. 
Artificial Lines, 252. 

Telegraphic Lines, 252. 

Atlantic Cable, First, 345. 
Automatic Electric Fire Alarm, 327. 

Repeater, Milliken's, 212 to 214. 

Telegraphic Repeater, 211. 

Telegraphic Transmitter, 220 to 222, 
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Balanced Telegraphic Line, 262. 
Battery, Local, 130. 

of Telegraphic Dynamos, 127. 

Pole Changer, 263. 

Batteries and Dynamos, 115 to 128. 
Bell, Electromagnetic, 66. 

Single-Stroke, 67. 

Vibrating, 70. 

Board, Spring-Jack, 201, 202. 
Boucherizing, 162. 
Box, Resistance, 35. 

Sounding Relay, 138. 

Bracket, Duplex Telegraphic, 157. 
Breaking Stress of Telegraph Wire, 1 76. 
Breaks in Cable, Method of Locating and Repair 

ing, 404 to 417. 
Britannia Joint, 169, 170. 
Buoy, Marked, 406. 
Burglar Alarms, Closed-Circuit System, 322. 

■ Alarms, Open-Circuit System, 321. 

■ Alarms, 321. 

Burnetizing, 162. 

Button-Repeater Connections, 208. 
• Repeater, Telegraphic, 207, 208. 
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C. E. M. F., 18. 

Cable Alphabet, 38*7. 

, Atlantic, First, 345. 

Buoy, 415. 

Connections of the World, facing 346. 

, Faults in, 402. 

Hut, 356. 

Joint, 366. 

, Parting of, 402. 

Sending Key, 374. 

, Shallow- Water, 348. 

Ship, 352, 353. 

Ship, Bow Sheaves of, 354. 

, Shore-End, 347. 

Signalling Connections, Diagram of, 377. 

Signalling Key, 374. 

Signalling, Speed of, 382. 

Splice, 366. 

Tanks, 351. 



, Total Fracture of, 402. 

Call Box, District, 334. 

, Fire-Alarm Key, 338. 

, Messenger, 336. 

— , Telegraphic, 338. 

Capacity, Electrostatic, 232. 
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Cell, Closed-Circuit, 27. 

, Double-Fluid, 24. 

, Gravity Voltaic, 20. 

, Open-Circuit, 27. 

, PorouSjj, 19. 

, Voltaic, Negative Plate of, 16, 17. 

, Voltaic, Positive Plate of, 16, 17. 
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Circuit, Aero-Ferric Magnetic, 64. 

, Electric, 10. 

, Ferric Magnetic, 64. 

, Ground-Return, 41. 

, Hydraulic, 8. 

, Magnetic, 56. 

, Magnetic, of Polarized Relay, 114, 142. 

, Metallic, 41. 

, Non-Ferric Magnetic, 64. 

of Relay and Sounder, 131. 

Circular Mil, 33. 

Mil Foot, 33. 

Clamp and Tackle, 171. 

, Wire, 170. 

Clock, Electrically Controlled, 2, 302. 
Closed-Circuit Burglar- Alarm System, 322. 

Circuit Cell, 27. 

Circuit Telegraphic System, 108 to 110. 

Code, American, 99. 
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Code, Continental Morse, 105. 

, Morse, 99. 

Coil, Electromagnetic, 54. 
Coulomb, 43. 

per-second, 43. 

Commutator of Dynamo, 123. 

Compound, Chatterton's, 351. 

Conductors, 36. 

Connections for Telegraphic Way Office, 192. 

Connections, Line, 179 to 204. 

Continental Morse Alphabet, 105. 

Morse Code, 105. 

Continuous E. M. F., 121. 

Counter Electromotive Force of Polarization, 18. 

Couple, Voltaic, 13. 

Creosoting, 161. 

Cross Arms, Telegraphic, 158, 159. 

Currents, Alternating, 121. 

Cut-Out Apparatus, 193. 

D 

" Deadman," 164. 
Deep-Groove Insulators, 148. 

Sea Cable, 347. 

Delaney Machine Transmitter, 240, 241. 

Synchronous Multiplex Telegrapliy, 284, 

285. 
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Diagram of Cable Signalling Connections, 377. 

of Quadruplex Connections, 271. 

Differential Duplex, 255 to 258. 

Diplex Telegraphic System, 270. 

District Call Box, 334. 

Door-Spring, Open -Circuit, 324. 

Dots and Dashes of Morse Alphabet, 98. 

Double-Fluid Cell, 24. 

Petticoat Insulators, 149. 

Plug, 201. 

Drop Shutter of Annunciator, 316. 

Duplex, Differential, 255 to 258. 

Insulator Pins, 156. 

, Polar, 255 to 258. 

Telegraphic Bracket, 157. 

Telegraphic Connections, Differential, 29, 

249 to 252. 

Telegraphy, 244 to 264. 

Telegraphy, Differential Relay Connec- 
tions, 246: 

Transmitter, 253 to 256. 

Dynamo, Armature of, 121. 

, Commutator of, 123. 

Electric Machine, Construction of, 121, 122. 

, Field Magnets of, 122. 

Pole Changer, 261. 

, Telegraphic, Voltage of, 124, 125. 
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Dynamos and Batteries, 115 to 128. 
, Telegraphic, Batteiy of, 127. 

E 

E. M. R, 12. 

, Alternating, 121. 

, Continuous, 121. 

Edison Universal Ticker, 287. 

Electric Annunciators and Alarms, 311 to 343. 

Circuit, 10. 

Clock, Secondary, 300. 

Currents, General Nature of their Trans- 
mission, 224 to 233. 

Fire Alarm, 327. 

Flow, 30. 

Resistance, 30. 

Resistance, Unit of, 30. 

Time Ball, 298. 

Electrically Controlled Clock, 302. 
Electro-Chemical Receiver, 238. 

Chemical Receiver, Delaney's, 242, 243. 

Electrolyte, 13. 

Electrolytic Annunciator, 331. 

Annunciator, Method of Clearing out, 333. 

Electromagnet, 69. 

, Bar Type, 63. 

, Horseshoe Type, 62. 
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Electromagnetic Bell, 66. 

Coil, 54. 

Helix, 64. 

Induction Transmission System, 423. 

Electromotive Force, 12. 

Force, Unit of, 12. 

Electrostatic Capacity, 232. 

Flux, 227. 

Flux, Movement of, 229. 

Induction Transmission Sj-stem, 423. 

Stress, 182. 

Elementary Electrical Principles, 7 to 46. 
Elements, Voltaic, 13. 
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Facsimile, Telegraphy, 293 to 297. 
Faults in Cable, 402. 
Ferric Magnetic Circuit, 64. 
Field Magnets of Dynamo, 122. 
Film Lightning Arrester, 185, 186. 
Fire Alarm Call-Box, Keyed, 338. 

Alarm Call-Box, Keyless, 338. 

Alarm, Electric, 327. 

Alarm Telegraph, 338. 

First Atlantic Cable, 345. 
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Flag Signalling, 421, 422. 
Flow, Electric, 30. 

, Hydraulic, 29. 

Flux, Electrostatic, 227. 

, Magnetic, 50. 

Foot-Pound, 44. 

Force, Electromotive, 12. 

, Water-Motive, 9. 

Forms of Insulators, 155. 
Fourteen-Strap Switchboard, 199, 200. 
Fuse, Safety, 187. 
Wire, 187. 
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Galvanometer, Mirror, 369. 
Gauss, 75. 

and Weber's Telegraph, 76, 77. 

Glass Insulators, 38. 
Grapnels, 409. 
Gravity Cell, 20. 

Drop, 313. 

Drop Annunciator, 313, 314. 

Needle Drop, Annunciator, 315. 

Ground Plates, 85. 

Return Circuit, 41. 

Guard- Arm, Line-Wire, 160. 
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Harmonic Telegraphy, 276. 
Heliograph, 419 to 420. 
Heliographic Signalling System, 418. 

Transmission, 419. 

Helix, Electromagnetic, 54. 
High-Speed Telegraphy, 216 to 243. 
Horseslioe Electromagnet, 62. 
Hut, Cable, 356. 
Hydraulic Circuit, 8. 

Flow, 29. 

Resistance, 29. 



Indicating-Ball Annunciator, 311. 
Induction Telegraphy, 306 to 310. 
Inductive Disturbance of Lightning Flash, 180. 
Inertia, Magnetic, 237. 
Insulator Pins, 156. 

, Deep-Groove, 148. 

, Double-Petticoat, 149. 



-, Forms of, 156, 

•, Glass, 38. 

-, Oil, 154. 

-, Western Union, 148. 
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Insulators, 36. 

Intensity of Magnetic Flux, 51, 

Impedance, 181. 

Iron Wire " Tie," 168. 



Joint, American Telegraphic, 169. 

, Britannia, 169, 170. 

Jointed Cable, 366. 
Joule, 45. 
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Key, Machine Telegraphic, 92 to 94. 

, Telegraphic, 86. 

Kyanizing, 162. 



Latest Atlantic Cable, Cross-Sections of, 349. 

Law, Ohm's, 39. 

Leakage, Telegraphic, 116, 151, 152. 

, Effect of, on Signalling Speed, 237. 

Lightning Arrester, 179. 

Arrester, Film, 185, 186. 

Arrester, Saw-Tooth, 183, 184. 

Flash, Inductive Disturbance of, 18Q. 
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Line Connections, 179 to 204. 

Construction, 147 to 178. 

Tapping Clamp, 196. 

Wire Guard Arm, 160. 

Local Action, 21. 
Battery, 130. 

M 

M. M. F., 57. 

Machine, Dynamo-Electric, Construction of, 121, 
122. 

Telegraphic Key, 92 to 94. 

Telegraphy, Perforator for, 218. 

Transmission, 217. 

Magnet, Armature of, 64. 

Magnetic Activity, 59. 

Circuit, 56. 

Flux, 60. 

Flux, Intensity of, 51. 

Inertia, 237. 

Needle, Deflection of, by Active Conduct- 
or, 48 and 49. 

Protector, 188. 

Reluctance, 60. 

Resistance, 60. 

•- Saturation, 6Q. 
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Magnetic Stream Lines, 56. 
Magnetism, 50. 

, Elementary Principles ofj 47 to 11, 

Magnetomotive Force, 57. 

Maintenance and Operation of Cables, 382 to 418. 

Marked Buoy, 406. 

Messenger Call Boxes, 334. 

Call Boxes, Connections for, 337. 

Methods of Laying Shore End of Cable, 356 to 

361. 
Metallic Circuit, 41. 
Mil, Circular, 33. 
Milliken's Automatic Repeater, 212, 213. 

Repeating Relay, 214. 

Mirror Galvanometer, 369. 

Receiving Instrument, 383. 

Morse, 77. 

Alphabet, 99. 

Alphabet, Dots and Dashes of, 98. 

Apparatus, Early Form of, 79. 

Closed-Circuit System, 108 to 110. 

Code, 99. 

Open-Circuit System, 111 to 113. 

Register, 100 to 103. 

Telegraphic Circuit, 83 to 114. 

Telegraphic Type Letters. 80. 

Movement of Electrostatic Flux, 229, 
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Multiple and Multiplex Telegraphy, Definitions of, 
274. 

Telegraphy, Varieties of, 275. 

Multiplex, Printing and Facsimile Telegraphy, 277. 
Mushroom Anchor, 380, 381. 

N 

Negative Plate of Voltaic Cell, 17. 
Neutral Relay, 138. 

Side of Quadruplex System, 272. 

Non -Conductors, 36. 
Non-Ferric Magnetic Circuit, 64. 
Non-Polarized Relay, 138. 
North-Seeking Magnetic Pole, 54. 

o 

Oersted, 75. 
Ohm, 30. 

, Doctor, 39. 

Ohm's Law, 39. 
Oil Insulators, 154. 
Open-Circuit Cell, 27. 

Circuit Door-Spring, 324. 

Circuit Telegraphic System, 111 to 113. 

Circuit Burglar- Alarm System, 321. 

Operation and Maintenance of Cables, 382 to 418, 
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Parting of Cable, 402. 

Perforator for Machine Telegraphy, 218, 

, Telegraphic, 218. 

Phonoplex Receiver, 282. 

Telegraphy, 278. 

Transmitter, 280. 

Pile, Voltaic, 12. 

Pin Plug, 192. 

Pins, Duplex Insulator, 156. 

, Insulator, 166. 

Plates, Ground, 85. 

Positive of Voltaic Cell, 16. 

Plugs, Double, 201. 

, Pin, 192. 

Pocket Relay, 137. 
Polar Duplex, 255 to 258. 

Duplex, Diagram of Station Connections 

for, 260. 

Side of Quadruplex System, 271. 

Polarization, Counter Electromotive Force of, 18. 
Polarized Relay, 139, 140. 

Relay, Magnetic Circuit of, 141, 142. 

Pole and Cross Arms, 167. 

Changer, Battery, 263. 

Climber, 173. 
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Pole, North- Seeking Magnetic, 54. 

, South-Seeking Magnetic, 66. 

Steps, 1*74. 

Pony Relay, 134, 136. 

Porous Cell, 19. 

Positive Plate of Voltaic Cell, 16, 17. 

Printing, Multiplex and Facsimile Telegraphy, 

277. 
Protector, Magnetic, 188. 
Puck, 1. 

Q 

Qnadruplex Telegraphic System, Neutral Side of, 
272. 

Telegraph Connections, Diagram of, 271. 

System of Telegraphy, 265 to 273. 
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Receiver of Phonoplex Telegraphy, 282. 

of Writing Telegraph, 292. 

, Wheatstone, for Automatic Telegraphy, 

223, 224. 
Receiving Instrument, Mirror, 383. 
Recorder, Siphon, 384 to 386. 
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Register, Morse, 100 to 103. 
Relay and Sounder, Circuit of, 131. 

, Box-Sounding, 138. 

, Milliken's Repeating, 214. 

, Neutral, 138. 

, Non-Polarized, 138. 

, Pocket, 137. 

, Polarized, 139, 140. 

, Pony, 134, 135. 

, Short-Coil, 135. 

Relays, Telegraphic, 129 to 146. 
Reluctance, Magnetic, 60. 
Repeater, Automatic, 211. 
Repeaters, Telegraphic, 205 to 216. 
Repeating Switch, 210. 
Resistance, Apparent, 236. 

Box, 35. 

, Circumstances Determining, 31 to 33. 

, Electric, 30. 

, Hydraulic, 29. 

, Magnetic, 60. 

, Spurious, 236. 

, Unit of Electric, 30. 

Retardation, 232. 

Rheostats, 36. 

Ridge Roof Telegraphic Support, 137. 
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Safety Fuse, 187. 

Saturation, Magnetic, 60. 

Saw-Tooth Lightning Arrester, 183, 184. 

Secondary Electric Clock, 300. 

Semapboric System, 418. 

Series Connection, 28. 

Service, Telegraphic Time, 303. 

Serving Tool, 368. 

Shallow- Water Cable, 348. 

Shore End Cable, 347. 

End of Cable, Methods of Laying, 356 to 

361. 
Short-Coil Relay, 136. 
Signalling, Flag, 421, 422. 

Without Wires, 418 to 423. 

Simple Repeater, Diagram of, 207. 
Single-Stroke Bell, 67. 
Siphon Recorder, 384 to 386. 

Recorder, Forms of, 389 to 390. 

Slommering, 72. 

Sommering's Telegraph, 73 to 75. 

Sounder and Relaj'-, Circuit of, 131. 

, Telegraphic, 96, 97. 

South-Seeking Magnetic Pole, 56. 
Speed of Cable Signalling, 382. - 
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Splice of Cable, 366. 
Spring-Jack Board, 201, 202. 

Jack Connection, Diagram of, 203. 

Spurious Resistance, 236. 

Spurs, 173. 

Station Connections for Polar Duplex, 260. 

Steinheil, 77. 

Step-by-Step Annunciator, 329. 

by-Step Principle, 288. 

Steps, Pole, 174. 

Stock Telegraph Printers, 286, 287. 

Stream-Lines, Magnetic, 66. 

Stress, Electrostatic, 182. 

Submarine Telegraphy, 342 to 386. 

Support, Tripod, 176. 

Switch, 89. 

, Repeating Telegraphic, 210. 

Switchboard, Fourteen-Strap, 199, 200. . 

, Telegraphic, 189 to 191. 

, Three-Circuit Way, 198. 

Synchronous Multiplex Telegraphy, 284, 285. 
System, Open-Circuit Telegraphic, 111 to 113. 



Tapping Clamp, Line, 196. 
Telegraph Fire Alarm, 338. 
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Telegraph, Gauss and Weber's, 76, 77. 

, S5minering's, 73 to 76. 

Telegraphic Button Repeater, 209. 

Cable, Underground, 178. 

Call Box, 338. 

Cross- Arms, 153, 168, 169. 

Distribution of Time, 298 to 303. 

Hand Transmission, 216, 217. 

Induction Coil, 280. 

Key, 86. 

Leakage, 116, 161, 162. 

Line, First United States, 81. 

Lines, Artificial, 252. 

Machine Transmission, 216. 

Machine Transmitter, Delaney's, 240, 241. 

Messages, Data Concerning, 6. 

Perforator, 218. 

Printer, Printing Magnet of, 288. 

Printer, Type Wlieel of, 288. 

Relay, Form of, 132, 133. 

Repeaters, 206, 216. 

Repeating Switch, 210. 

Stock Printers, 286, 287. 

Sounder, 96, 97. 

Switchboard, 189 to 191. 

System, Close-Circuited, 108 to 110. 

Terminal Station, 192. 
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Telegraphic Through Traffic, '279. 

Type Letters, Morse, 80. 

Way Traffic, 279. 

Way Office Connections, 192. 

Way Station, 193. 

Wire, Breaking Stress of, 176. 

Telegraphy, Delaney Synchronous Multiplex, 284, 
286. 

, Duplex, 244, 264. 

, Facsimile, 293 to 297. 

, Harmonic, 276. 

, High-Speed, 216 to 243. 

, Induction, 306 to 310. 

, Multiple, Varieties of, 275. 

, Quadruplex, 265 to 273. 

, Submarine, 344 to 381. 

Teleseme, 330. 

Thermostat, 318. 

Three-Circuit Way Switchboard, 198. 

Time and Train Telegraphy, 298 to 310. 

Ball, Electric, 298. 
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Telegraph Service, 303. 

Zones of United States, 304. 

Total Fracture of Cable, 402. 
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Tripod Support, 176. 

Tuning Fork Telegraphic Transmitter, 276. 
Type Printing Telegraph, 285 to 289. 
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Underground Telegraphic Cable, 178. 

Telegraphic Wires, Objections to, 234, 235. 

Unit of Electric Resistance, 30. 

of Electromotive Force, 12. 

United States Zones of Time, 304. 
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Water-Motive Force, 9. 
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Webers, 15. 

Western Union Insulators, 148. 
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Automatic Transmitter, 220. 

Receiver for Automatic Telegraphy, 223, 

224. 
Wire, 44. 

Clamp, 170. 

Fuse, 187. 
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Zones of Time, United States, 304. 



P UBLICA TIONS OF 

THE W. J. JOHNSTON COMPANY. 

The Electrical World. An Illustrated Weekly 
Review of Current Progress in Electricity and 
its Practical Applications. Annual subscription. $3.00 

General Index to The Electrical World. 1883- 
i8g6. {In press. ) 8.00 

Atkinson, Philip, Ph.D. The Elements of Static 
Electricity. With Full Description of the Holtz 
and Topler Machines. Second edition. 229 
pages, 64 illustrations 1.50 

Bedell, P., Ph.D., and Crehore, A. C, Ph.D. 

Alternating Currents. An Analytical and Graph- 
ical Treatment for Students and Engineers. 
Second edition. 325 pages, 112 illustrations 2.50 

Bell, Dr. Louis. The Electrical Transmission of 
Power. The First Work Covering the Entire 
Ground of the Electrical Transmission of Power. 
Profusely illustrated 2. 50 

, Cox, Prank B., B.5. Continuous Current TyyasL- 
mos and Motors. An Elementary Treatise for 
Students. 271 pages, 83 illustrations 2.00 

Crosby, O. T., and Bell, Dr. Lewis. The Elec- 
tric Railway in Theory and Practice. The First 
Systematic Treatise on the Electric Railway. 
Second edition, revised and enlarged. 416 pages, 
183 illustrations 2. 50 

Davis, Charles M. Standard Tables for Electric 

Wiremen. With Instructions for Wiremen and 

Linemen ; Rules for Safe Wiring and Useful 

I Formulae and Data. Fourth edition, revised oy 

! W. D. Weaver i.oo 



Publications of the W. y. JOHNSTON COMPANY. 

Foster* H. A. Central Station Bookkeeping. 
With Suggested Forms $2. 50 

Qerard'5 Electricity. With chapters by Dr. Louis 
Duncan, C. P. Steinmetz, A. E. Kennelly and 
Dr. Gary T. Hutchinson. Translated under the 
direction of Dr. Louis Duncan 2. 50 

Hering, Cari. Electricity at the Paris Exposition 
of 1889. 250 pages, 62 illustrations 2.00 

Universal Wiring Computer. For Determin- 
ing the Sizes of Wires for Incandescent Electric 
Lamp Leads and for Distribution in General 
Without Calculation. With Some Notes on Wir- 
ing and a Set of Auxiliary Tables. 44 pages.. . . i.oo 

Recent Progress in Electric Railways. Being 

a Summary of Current Advance in Electric Rail- 
way Construction, Operation, Systems, Machin- 
ery, Appliances, etc. 386 pages, no illustrations, i.oo 

Tables of Equivalents of Units of Measure- 
ment 50 

Hopkinson, John, P.R.S. Original Papers on 
Dynamo Machinery and Allied Subjects. Author- 
ized American edition. 249 pages, 90 illustra- 
tions I.oo 

Houston, Edwin J., Ph.D. Dictionary of Electri- 
cal Words, Terms and Phrases. Third edition, 
greatly enlarged. 667 double column octavo 
pages, 582 illustrations 5.00 

Electricity and Magnetism. Being a Series 

of Advanced Primers. 300 pages, 116 illustra- 
tions I.oo 

Electrical Measurements and Other Ad- 
vanced Primers. 429 pages, 169 illustrations i.oo 



Publications of the W, y. JOHNSTON COMPANY, 

Houston, Edwin J«, Ph.D, The Electrical Trans- 
mission of Intelligence and Other Advanced 
Primers of Electricity. 330 pages, 88 illustrations. $1.00 

Electricity 100 Years Ago and To-day. 179 

pages. Illustrated i.oo 

Houston and Kennelly. Electro- Dynamic Ma- 
chinery for Continuous Currents. 341 pages, 232 
illustrations 2. 50 

Alternating Electric Currents. (Electro- 
Technical Series. ) i.oo 

Electric Heating. (Electro-Technical Series.) i.oo 

^Electro-Magnetism. (Electro - Technical 

Series. ) i.oo 

Electricity in Electro-Therapeutics. (Elec- 
tro-Technical Series. ) . % i.oo 

Electric Arc Lighting. (Electro-Technical 

Series. ) i.oo 

Electric Incandescent Lighting. (Electro- 
Technical Series. ) i.oo 

The Electric Motor. (Electro-Technical 

Series.) i.oo 

Electric Street Railways. (Electro-Techni- 
cal Series. ) i.oo 

Electric Telephony, (Electro - Technical 

Series.) i.oo 

Electric Telegraphy. (Electro - Technical 

Series.) i.oo 

Johnston's Electrical and Street Railway Direc- 
tory. Containing Lists of Central Electric Light 
Stations, Isolated Plants, Electric Mining Plants, 
Street Railway Companies — Electric, Horse and 
Cable — with Detailed Information Regarding 
Each ; also List of Electrical and Street Railway 
Manufacturers and Dealers, Electricians, etc. 
Published annually 5.00 



Publications of the W, J. JOHNSTON COMPANY. 

Kapp, Qlsbert. Alternating Currents of Elec- 
tricity. Their Generation, Measurement, Distri- 
bution and Application. Authorized American 
edition. 164 pages, 37 illustrations, 2 plates.-. . . $1.00 

Lightning Flashes. A Volume of Short, Bright 
and Crisp Electrical Stories and Sketches. 160 
pages, copiously illustrated 1.50 

Lock wood, T. D. Practical Information for Tele- 
phonists 1. 00 

Martin, T. C, and Wetzler, Joseph. The Elec- 
tric Motor and its Applications. With an Ap- 
pendix on the Development of the Electric 
Motor since 1888, by Dr. Louis Bell. 315 pages, 
353 illustrations 3.00 

Maver, William, Jr., and Davis, Minor. The 

Quadruple!. With Chapters on Dynamo-Elec- 
tric Machines in Relation to the Quadruples, 
Telegraph Repeaters, the Wheatstone Automatic 
Telegraph, etc, 126 pages, 63 illustrations 1.50 

Merrill, E« A. Electric Lighting Specifications, 
for the Use of Engineers and Architects. Second 
edition. Entirely rewritten. 213 pages 1.50 

— : Reference Book of Tables and Formulae for 

Electric Railway Engineers i.oo 

Parham, Eugene H., and Shedd, Prof. John. 

Shop and Road Testing of Dynamos and Motors. 
{In press,) 2.00 

Parkhurst, Lieut. C. D. Dynamo and Motor 
Building for Amateurs i.oo 

Perry, Nelson W. Electric Railway Motors; their 
Construction, Operation and Maintenance i.oo 



Publications of the W, J, JOHNSTON COMPANY. 

Proceedings of the National Conference of Elec- 
tricians $0.75 

Reid, James D. The Telegraph in America. 894 
royal octavo pages, handsomely illustrated, Rus- 
sia 7.00 

Spang, H. W. A Practical Treatise on Lightning 
Protection, 180 pages, 80 illustrations 1.50 

A Practical Treatise on Lightning Conduc- 
tors. 48 pages, 10 illustrations 75 

Steinme^z, C. P. Theory and Calculation of 
Alternating Current Phenomena 2. 50 

Tesla, Nikola. Experiments with Alternating 
Currents of High Potential and High Frequency. 
146 pages, 30 illustrations i.oo 

Thompson, Silvanus P. Lectures on the Electro- 
magnet. Authorized American edition. 287 
pages, 75 illustrations i.oo 

Wheeler's Chart of Wire Gauges i.oo 

Wiener, Alfred E. Practical Calculation of 
Dynamo Electric Machines. (In press. ) 2. 50 

Copies of any of the above books or any other elec- 
trical book published will be sent by mail, postage 
PREPAID, to any address in the world on receipt of 
price. 



The W. J. Johnston Company, 

253 Broadway, New York, 



